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PREFACE 


Electronics Technician 2, volume 1, is one of a two- 
volume series written as an aid to enlisted men who are 
preparing for advancement to ET 2. This book is one of 
a series of Navy Training Courses designed to give en- 
listed men the background material necessary to perform 
the duties of their rate. 

This text in combination with Electronics Technician 
2, volume 2, contains information about test equipment, 
transmitters, receivers, radar, sonar, loran, and radiac 
needed by the Electronics Technician in performing his 
duties within the rate of ET 2. This text may also be 
issued as a reference text to strikers for the rate of 
ET 3. 

In preparation for the emergency rates ETN 2, ETR 2, 
and ETS 2, the applicant should select from both vol- 
umes those topics pertaining to his particular rate, as set 
forth in appendix II of this volume. Volume II is of pri- 
mary interest to the prospective ETR 2. 

As one of the NAVY TRAINING COURSES, this book was 
prepared by the U. 8. Navy Training Publications Center 
under the supervision of the Bureau of Naval Personnel. 
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CHAPTER 


RESPONSIBILITIES OF THE ET2 


SHIPBOARD ORGANIZATION 


All naval vessels are operated under standard adminis- 
trative and battle organizations to facilitate quick ex- 
pansion from peacetime to war status without major 
change. This organization divides the ship’s personnel 
into the (1) Operations, (2) Navigation, (3) Gunnery or 
Deck, (4) Engineering, (5) Supply, and (6) Medical De- 
partments. Aircraft carriers and seaplane tenders have in 
addition an Air Department, and repair ships and tenders 
have a Repair Department. 


Operations Department 


The Operations Department in large ships includes six 
main divisions. For example, the Operations Department. 
in a large ship includes the six main divisions illustrated 
in the organization chart, figure 1-1. The OE Division is 
headed by the Electronics Material Officer. The work of 
the Electronics Technician is under the supervision of the 
Electronics Material Officer. 


Duties of the Electronics Technician 

The duties of an Electronics Technician, Second Class, 
comprise both military and specialist duties. The military 
duties are the same as those of other petty officers regard- 
less of their specialty ratings. These military duties are 
explained in the General Training Courses for Petty 
Officers, NavPers 10601 and NavPers 10603, and in cer- 
tain articles of Navy Regulations. 


OPERATIONS DEPARTMENT 


OE DIVISION 
Electronic 
Repoir 


OA DIVISION 
intelligence 
Photography 

Aerotogy 


jombot Lookouts 
I . CT 
information Communications 


OI DIVISION OL OIVISION OR DIVISION 
Comb Radio 


IOS DIVISION 
Visual 
Communications 


Figure 1-1.— Organization chart of the Operations Department. 


The general specialty duties of Electronics Technicians 
are to maintain and repair all electronic equipment. This 
equipment includes radio; radar; sonar; electronic coun- 
termeasures; and other types of communications, detec- 
tion, and ranging equipment employing electronic circuits. 
These do not include aircraft electronic equipment and 
ordnance electronic equipment. The Electronics Tech- 
nician must also be able to use special testing equipment, 
such as multimeters, vacuum-tube voltmeters, tube test- 
ers, signal generators, frequency meters, and cathode-ray 
oscilloscopes. The technician must be able to disassemble 
equipment and replace defective parts and also to cali- 
brate, tune, and adjust equipment. 

Specifically the Electronics Technician, Second Class, 
besides being able to carry out the duties of a Third Class, 
must be able to perform the duties outlined in the Manual 
of Qualifications for Advancement in Rating (NavPers 
18068). 


SHIPBOARD INTEGRATED ELECTRONICS 
MAINTENANCE PARTS SYSTEM 


Introduction 


The inadequacy of boxed sets of maintenance parts to 
service electronic equipments on board ships led to the 
Shipboard Integrated Electronics Maintenance Parts Sys- 
tem. In many instances, spare parts sets could not be 
stowed aboard ship because of the large number of boxes 
and the limitations of shipboard space. As ships are con- 
verted to the new system, parts formerly furnished in 
boxes on a “‘per equipment” basis are furnished in accord- 
ance with an allowance on a ‘“‘per ship” basis, and like 
items are group-stocked in stock number sequence. 


Maintenance Parts Allowances 


In establishing parts allowances to provide adequate 
maintenance parts for electronic equipments installed in 
each vessel of the fleet, the system takes account of the 
fact that in every ship there are different types of equip- 
ments, each containing some of the same type of parts. 
Those parts that find common application in more than 
one type of equipment are known as PARTS COMMON, while 
those that are peculiar to just one type of equipment are 
known as PARTS PECULIAR. 

The number of applications for each part aboard a 
particular ship are determined by the Electronic Supply 
Office. Allowances are based on the identity and quantity 
of electronic equipments known or anticipated by the 
Electronic Supply Office to be on board the ship. The total 
parts applications in the installation is then obtained by 
combining the number of parts applications for each 
equipment. 

Parts allowances are made up of two sections—Elec- 
tron Tube Allowance, and Maintenance Parts Allowance. 
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Each item on the allowance is identified by a stock number 
and like items carried on board are group-stocked under 
the appropriate number in stock number sequence. 


Weight and Space Reduction 


By eliminating the duplications of parts furnished 
under the old system of spare parts boxes, the present 
system reduces the total quantity it is necessary to carry 
on board. Thus the weight and space formerly required 
for carrying parts are also reduced. Figure 1-2 shows the 


iG se pS 
ae pt 


Figure 1-2.— Drawers and bins for stowing spare parts. 
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bins and drawers in which parts are stowed under the 
new system. To increase the ease with which parts can be 
located, the name and stock number of the items stowed 
therein are indicated on each drawer compartment and 
bin. 

Inventory Control 


Under the boxed spare parts system the annual inven- 
tory of parts was both difficult and time consuming. Under 
the bin stowage system, it is comparatively simple. By 
keeping the Repair Parts Stock Record cards (figure 1-3) 
up to date at all times, an accurate running account of 
stock on hand may be maintained. Thus when inventory 
is required, it is necessary only to transfer the informa- 
tion from the stock record cards. 


FUNDS 
Navy Stock Fund 


Practically all general supplies of the Navy are pro- 
cured through the Navy Stock Fund (NSF). This fund 
is used to buy supplies in advance of their actual need. 
The supplies are held in the Navy Stock Account (NSA) 
until issued. At that time the Navy Stock Fund is paid 
back from the appropriation covering the purpose for 
which the material is used. For instance, suppose a ship 
orders some screw drivers. They are issued from the 
Navy Stock Account and charged to the final appropria- 
tion, Ships and Facilities, Navy, and the ship’s allotment. 
This money is credited to the Navy Stock Fund so that 
more screw drivers can be bought. 

The Navy Stock Account is a stores account, in which 
material procured by money from the Navy Stock Fund 
is held, pending issue and charge to final appropriation. 
The Navy Stock Account is material, and the Navy Stock 
Fund is money. The value of the material in the account 
plus the amount of money in the fund is equal to the 
original Navy Stock Fund. The NSF is a revolving fund, 
and when paid for, goods in NSA become money again. 
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SPARE PARTS STOCK RECORD nav. 5S. AND A. FORM 488 
TASULATING MACHINE USERS PLEASE NOTE: 
Print Desc. and Stock No. in Slock Indicated. 
I Print Unit of issue as Reauired by Design of Tab Card 
Print Mat on Tab. Machine and Duplicate. 


DATE VOUCHER | BREW DUEROMOR | REC'D, 


4/1 St | BPLANCE BROUGHT FORWARD 
\ELEC TROVICSHE, 


— nomena. 4 
LOCATION PRICE UNIT |LOW LIMIT] ALLOWED 


DESC, RESISTOR, FiXEO COMP, AXIAL WIRE LEAD, 2 OHN > %, 


WK. R-¥8967-~696 0. SW 


Figure 1-3.—Repair Parts Stock Record card. 


Appropriation Purchases Account 


The Appropriation Purchases Account (APA) is a 
stores account in which is carried the value of material 
paid for by the annual appropriations granted to individ- 
ual bureaus. Items which fall under this account include 
maintenance repair parts (parts peculiar, only). Such 
material is purchased with funds provided directly from 
an appropriation and is placed in storage ashore in the 
APA, pending issue for use. The cost of material acquired 
under APA is not charged against a ship’s allotment. 


REQUESTS FOR MATERIAL 


Authority for Requests 


Issues for shipboard use are made by the supply depart- 
ment when a request from a ship’s department is received. 
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The head of each department aboard has the authority to 
request stores for use in his department. Each request 
for material is signed by the department head or an officer 
designated by the department head. 


Preparation of Requests 


Request for general stores material (GSM) are pre- 
pared on a Stub Requisition (NavSandA form 307). One 
of these forms is shown in figure 14. Only one class of 


DATE STUB 
STUBS REQUISITION (Affeat) nav’ s. anD A FORM s7 (REV. 10-51) PREPARED 
EPARTMENT STUB NO} DATE STUB REG'N HO. 


Ts cr 
Missour: 8B63 24% Nov 52 | 
DE SH AS | EXPENDITURE AG NO. | ALLOTMENT NO. "APPROPRIATION BY AUTHORITY OF READ OF DEPARTMENT (Swaiare) 
sete . 


QUANTITY [UNIT OF| 
‘STOCK OR PART HO. DESCRIPTION OF ARTICLE REQUIRED | 1ssUE 


Hacksaw FRAME / IEA. 
PisTrot Grip. TYPE B 


SIGNATURE OF DEPT. 
HEAD OR REPRESENTA- 
TIVE AUTHORIZED IN 


4 WRITING TO SIGN STUBS 
TSI | 


ONE STOCK 
CLASS ONLY BLANK SPACES 

ON A STUB RULED OUT TO 
PREVENT ADDITIONS 


AMOUNT OBLIGATED 


10—00971-1 2 U.S. COMEEMIDET PRINTING COTE .18—O-WT2179 


Figure 1-4.—Information entered on stub requisition by the technician. 


material is entered on a particular stub. In some cases 
the Electronics Technician has the stock numbers and 
can also fill in the numbers on the stub. When the stub 
requisition is presented at the GSM issue room, each 
request is screened to ensure that it has been filled out 
correctly. 


Stub Record Book 


When it has been determined that an issue is to be 
made and a stub requisition is properly prepared for the 
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issue, the requisition is assigned the next number in the 
series maintained separately for each department. A stub 
record is kept for each department, and original entries 
are made in it at the time stubs are cleared in the supply 
office for presentation to the GSM storeroom. Notice in 
figure 1-5 the additional entries made on the stub by the 
suvply office storekeeper. 


STUB REQUISITION (Aflast) Nav. s. axD A FORM 207 (REV. 10-51) 


Ts EPARTENT STUB NO] DATE SSSSCSCSCS*dYSSTUB REQNNO, 
Missour! BB63 | | 24 Nov. 52 |/0g2 opeR 
» 


Pg ‘SYM- | Class EXPENDITURE AC NO. | ALLOTMENT NO. APPROPRIATION BY AUTHORITY OF HEAD OF DEPARTMENT 
G \4r | 73 F WSK co 


QUANTITY [UNIT OF| 
STOCK OR PART NO, DESCRIPTION OF ARTICLE REQUIRED | issue | UNIT PRICE | / 


G4/-F-3394 HACK SAW FRAME / ca meat 


SAL 


IN OPERATIONS DEPART- 

Pisroe Grip Tyee B LI] MENT SERIES. A SEPARATE 

| SERIES IS MAINTAINED 
FOR EACH DEPARTMENT 


STOCK NUMBERS LOOKED 
UP AND ASSIGNED BY 
STOREKEEPER 


SS 


"AMOUNT OBLIGATED. 


wun pv W =e 
posteoto |™™™T | contac Lipcex | SuecT Ren 


(ear ts VCE moO OTN O27 | 


CHECKED AGAINST DEPARTMENTAL 
Tl] BUDGET RECORD TO MAKE SURE 
ALLOTMENT IS NOT OVEREXPENDED 


Figure 1-5.—Additional information entered on stub requisition in supply 
office. 


Items That Cannot Be Issued 


When a stub requisition contains an item or items that 
are ordinarily carried but which are not in stock at the 
time, those items normally are canceled, and the depart- 
ment is reqyested to submit another stub after stock re- 
plenishment. 

When a stub contains an item or items which cannot be 
supplied from stock and which are not ordinarily carried 
in stock, such items are ordered by the supply department. 
The stub is held, unnumbered, in the supply office until 
the material is received. 


STUB NOT HONORED 
UNLESSSIGNED BY 
DEPT. HEAD OR REP- 
RESENTATIVE AND 
PROPERLY NUMBERED 
BY SUPPLY OFFICE 


STUB REQUISITION (Affoat) Av. 5. ANO A FORM 307 (EV. 10-51) 


USS DEPARTMENT STUB "| DATE 
Missour: BB63 2% Nov. 52 
Be ‘SYM- | CLASS” EXPENDITURE AC NO. | ALLOTMENT NO. APPROPRIATION BY AUTHORITY CF HEAD OF DEPARTMENT (Signatere) 
G |4/ 4 /30/ FW Smith COR USN 
STOCK OR PART RO. DESCRIPTION OF ARTICLE Bente [SMES] uncr price extension 


G4/-F- 3394 | Hacksaw FRAME 
Pistoe Gaip, Tree B 


_ GAL F 339% 


Aecount Stock We, 


STUB SIGHED BY 


ame, Hacksaw 


Article. 


Piktol Grip, Type B 


POSTED 
ty new 7/1 aia 
“ 50 Row 5 Shelf 2 
1 [cow ont TRIF PRICE 
a |. 20 EA 60 43 
pare | rec D | Issue ce oare | reco [issuep | BALANCE 
¥10| 50 EX) 
MB4 Te [49 
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ISSUING STOREKEEPER 
SIGNS STUB 


ISSUES POSTED TO STOCK 
Lena TALLY CARDS SAME DAY 
THAT ISSUE IS MADE.AT 
CLOSE OF DAY STUBS ARE 
GROUPED ACCORDING TO 
STOCK CLASSES AND STORES 
ACCOUNTS AND TRANSMITTED 
TO THE SUPPLY OFFICE. 


Figure 1-6.—Information entered on stub requisition and stock tally card by 
issue room storekeeper. 


If a stub is submitted containing both items carried in 
stock and items that have to be ordered, the latter items 
are canceled. An additional stub listing these items is pre- 
pared by the department requesting the material. 


Posting To Stock Tally Cards 


If stock tally cards are maintained in storerooms, issues 
are posted on them the same day that the issue is made. 
Posting to a stock tally card is shown in figure 1-6. 


Requisitioning GSM Material 


The Navy uses a vast number of different items. For 
example, there are more than 75,000 items listed in the 
General Stores Section of the Catalog of Navy Material. 
If it is desired to order a certain item from the General 
Stores Section it is important to get the correct stock 
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number or parts number and nomenclature on the stub 
requisition in order to get the item desired. This infor- 
mation is obtained from the General Stores Section of the 
Catalog of Navy Material, which lists and identifies all 
items of general supplies carried in stock for issue to 
ships and stations. 


The catalog is grouped in 99 classes according to the 
general physical characteristics or types of material. For 
example, hand tools are listed under class 41 and general 
hardware under class 42. Material within one class is 
grouped on a logical basis with like items placed together. 
The catalog also gives a short description of a particular 
item, specifications, illustrations, measurement equiva- 
lents, usage data, sources of supply, requisitioning pro- 
cedure, stowage notes, indexing, standard prices, and unit 
of issue. Aboard most ships the catalog is used by a store- 
keeper. However, a knowledge of the catalog is helpful to 
a technician. 


Suppose a technician is ordering a hacksaw frame. The 
first step is to determine what class of material contains 
hacksaw frames. They come under class 41. The_alpha- 
betical index at the beginning of this class lists hacksaw 
frames as items 1677 and 1681. The item numbers are 
arranged numerically and are easy to find. The page list- 
ing hacksaw frames is shown in figure 1-7. 


Note that there are two types of hacksaw frames listed. 
Item 1677 has a stock number preceded by a dot. This 
indicates that this item is obsolete and once stocks have 
been exhausted they will not be replenished. Should item 
1681 be the desired item, the stock number and descrip- 
tion is entered on the stub requisition. The stock number 
is G41-F-3394. On the stub is a square for the cognizance 
symbol and one for the class. This information can be 
obtained directly from the stock number. In the example 
the G indicates that this item is under the cognizance of 
the General Stores Supply Office and the 41 indicates the 
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NAVY STOCK LIST INDEX 
NAVY MATERIAL CATALOG OFFICE GENERAL STORES SEPTEMBER 1955 


BROOKLYN 32, WY. FOR OFFICIAL USE ONLY 


A 5180 Sets, Kits, and Outfits of Hand Tools 
eo 


‘ing Tools, Craftsman’s 

bis class dees net include special inspection erery 4 
gages. whi e classified in Class 522@. Kitchenware, Group 73). 

Includes Calipers Mwgyels; Micrometers; Plumb Bobs; Weasuring 

Precision Tapes; Squa Angie Gages; Center Gages; Instruments, Electric. . 

Depth Gages; Draw Ga: Point Gages; Fillet and 

Radius Gages; Glaziers Gages PPaht Gages (Vernier); Meat... 

Planer Gages; Rivet Selector Gage™gaw Tooth Set 

Gages; Screw Pitch Gages; Surface Gag fi 

Gages; Thickness Gages; Tube Bead Gages; 11 

Gages; Twist Drill Gages; Twist Dritl and Rod ‘ 

Tw : Gages; Taper-Wire- Thickness 

ool Setting Pianer and Shaper 


Excludes Surveyor's Tapes. 
5220 Inspection Gages 


FSC GROUP 


52 


NOVEMBER 1955 


NAVY STOCK LIST 
GENERAL STORES 


FOR OFFICIAL USE ONLY 


WAVY MATERIAL CATALOG OFFICE 
29th STREET & 3rd AVENUE 
BROOKLYN 32, H. Y. 


¢ 


Caliper Rule, Folding......b+ R 
CALIPER, 

} Radius and Pillet Gage.......996 
; Refill, Measuring Tape. 
RULE AND HOLDER SET.... 
RULE, 


~ BY 6-% Bau 
- 658-710 


y 

Gages, 

Blower Rotor Feeler. 

Butt and Fillet Weld. 

Cutter Clearance 

eiciere Dial Indicating. . 
A Dri Rod... 


Carpenter’ s 
Levels and Plumbs. 


Spec. Fed. GG-G-86, Type A. 
Circular, 3-1/4” diameter, 
1/8” thick, with slote cut 


in periphery to gage diam- 
C eters of wire. 


Gage 


'10-238-3106 American 0-36 
10-221-2852 4 Birmingham 1—36 


4aE-B- 


Figure 1-7.—How to use Navy Stock List for ordering. 
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class. The first letter of a stock number is the cognizance 
symbol and the following two or three digits is the class 
of the material. 

After the stub is signed and approved by the depart- 
ment head it is submitted to the issue desk in the supply 
office for processing before the material is issued. The 
storekeeper screens the request to see that the: (1) Ma- 
terial is properly identified and not in critical supply, 
(2) material is in stock and indicates whether it is or 
is not chargeable to the departmental budget, (8) depart- 
mental budget has an unexpended and unobligated bal- 
ance sufficient to cover the cost of the material, (4) ex- 
penditure account number is entered on the stub, (5) next 
number in sequence in the department’s series of requisi- 
tions is assigned and entered on the stub. 

When the stub is processed by the supply office the tech- 
nician takes it to the issue room and receives the material. 

The storekeeper posts the issue of material to stock 
tally cards on the same day the issue is made so that there 
is an up-to-date running inventory of each item issued as 
well as the balance on hand. The stock tally card shows 
only the quantity of material and not the dollar value of 
material. 

The completed stub requisitions are sent daily to the 
supply office. The quantity of material issued on certain 
stubs is posted to the ship’s stock records. The dollar 
value of the material is deducted from the outstanding 
balance of the particular departmental budget involved if 
the material is NSA. No charge is made to the depart- 
mental budget for APA material. 


Requisitioning Repair Parts 


The procedure for ordering repair parts is similar to 
that for ordering GSM material. 1f the stock number is 
known it is entered on the stub requisition together with 
the circuit symbol if applicable, and the name of the 
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REQUEST FOR SPARE PARTS 


Ranch adalat = SAME NUMBER AS 4 —— 
NAME OF ACTIVITY OF SHIP STUB REQUISITION pooeou™ 
Missouri BB63 --t022 OPER 


DEPARTMENT DATE 


24 November 1952 __ 


unre Tee tPA aiwaner cer oncue me aa 
INDICATE SPARE 

moe ee 8 SB-A/2 S PARTS BOX NO. Peeerenrel ss 

sroseceuis oe 


i 
aeaaiiaesiaiieen mete = = —— 


TEM! STOSNe,, are ‘wnt lauawrrry] 
1 T 
: i | | ALLOWANCE LIST 
1s: | Voltage divider 2a geil SATEICLEN Ik 
: | 


Resistor R320 H | WHEN APPLICABLE 


Fixed, composition, pigtail, 39000 ohms 


+ 106 3 watt, insulated 


_ Navy Type No. €3360 


ABOVE ITEMS TO BE USED ONIWITH 


Model RBB Receiver 


oT eee Troe worn iG 
1220 CRV-h6147 RBB ; 

pes orwne Taw ORAWING comer’ 
él i = NOs -73056 
cies tare 
ral H NAME PLATE DATA 
— rn ESSENTIAL TOOBTAIN, J#| — 
z | se CORRECT SPARE PARTS 
3 [erase oe Pe veLe Sore | STROXE eS, 
2 
z i 

fee T jon NE a carne Sacircancte = 


i i 

i i 
(ADDITIONAL NAMEPLATE DATA 

Model RBB Receiver manufactured by Radio Corporation of America 


OTHER IDENTIFYING INFORMATION 


MANUFACTURER “"TLATEST ACCEPTABLE DELIVERY DATE 


International Resistance Corp. ! __2 January 1953 _ 


MANUFACTURER'S ADDRESS 


PREPARED 
BY REQUIRING 
DEPARTMENT HEAD TO 
ASSIST IN PREPARATION 
OF REQUISITION 

FOR SPARE PARTS 


Philadelphia, Penna. 


SOURCE GF SUPPLY 


BRAWN Our of spat INDICATE NAME 
AND ADDRESS OF 
MANUFACTURER 


UPON RECEIPT ROTIFY 


SUBMITTED BY } APPROVED BY HEAD OF OEPARTMENT 


| 


REQUISITIONING 
INFORMATION 
— TYPED IN BY 
SUPPLY OFFICE 
PERSONNEL 


TT REQUISITION No. 


Figure 1-8.—Request for Spare Parts (NavSandA form 302). 


equipment. If the stock number is not known, it is neces- 
sary to fill in not only a stub requisition but also a Request 
for Repair Parts (NavSandA form 302), shown in fig- 
ure 1-8. 
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The following information. if available, is entered on 
the Request for Repair Parts: 

1. Full description of electrical and physical character- 
istics of item. 

2. Equipment name. 

3. Circuit symbol of item. 

4. Manufacturer’s reference number. 

5. Joint Army-Navy military or Army-Navy aero- 
nautical type number. 

6. Contractor’s part or drawing number. 

7. Navy type number. 

8. Army Signal Corps stock numbers. 


Under the Integrated Electronics Maintenance Parts 
Stowage System issues are posted to the stock card, and 
when low limits have been reached, a replacement requi- 
sition is submitted by the supply department. If stowage 
does not conform to the integrated system, however, and 
the repair part is stowed in boxes, a replacement requisi- 
tion is submitted following each issue. 

A Requisition and Invoice (NavSandA form 43) is 
shown in figure 1-9. This form is used by the supply de- 
partment for ordering parts from the supply activity 
ashore. 


The information on the stub requisition and the Re- 
quest for Repair Parts is used in filling in NavSandA form 
43. Only material of the same cognizance symbol and class 
is entered on a single requisition. If the material does not 
have stock numbers, only items applicable to a single 
equipment or accessory are entered on the requisition. 
Requisitions are submitted to the nearest source of supply 
of electronic material. They are distributed as follows: 


1. Original and six copies to the supply activity. 

2. Onecopy to the requisition file. 

3. One copy to the general receiving file or to the main- 
tenance repair parts storekeeper as appropriate. 
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REQUISITION AND INVOICE 


Nay. 6.and A. Form 43 


etait 
BB63- 
Requisition No. ..108.-53-=2 . 
(LMPORTANT .—Veasel shall include only itemsa in one stock leas on thia form) 
Invoice No 
To: Supply Officer, U_S.S. 
NSC, Norfolk, Va. (189) Missouri BB63 3063 
The following articles, which are not in excess, are required, Dats Bureau 
24 Nov. 1 hi 
Deliver to Supply Officer, USS Missouri BB63 | 24-Nov-2993 Ships 
Berth 53, US Navy Shipyard, Norfodk, | 1731601.28 S and FN Allotment 51266 
By Expenditure account 
31 Nov. 1953 Priority D 13121 
Packages to be marked Date of shipment Bull of Lading No. 
Supply Officer 
USS Missouri BB63 Suipped wa 
Req. 108~-53-2 
Remorks: th Ve a Ze 
| eee 
vB Py ATERBS Lt SC. 
Sapeiy Gttoer sien 
Tie | Standard Stock Catalog: Owcription of Unit of grant 
No, No. or Cloms No. ‘Artcle GRABER 2 kein Quantity Requis 
1 Voltage divider EA 5 


Resistor R320, 
Fixed, composition, 
peoe. 39,000 ohms + 106] 


watt, insulated 
Navy Type No. €3360 
COMPLETE 
DESCRIPTION 
OF MATERIAL 
Nameplate data: 
RBB Serial 1220 


Type No. CRV-46147 
Contract No. NOs-73056 


PREPARED 
BY SUPPLY 
OFFICER FROM 
INFORMATION SUBMITTED TOTAL 
ON STUB REQUISITION the above-mentioned articles 
S. AND A. FORM 307 fonnnce eee ccc enccccee ence ccencecnetnenne 
AND REQUEST FOR 
SPARE PARTS 
S. AND A. 302 


(Checked by Pocked by Posted and 


Rechecked Extended Verified 


Figure 1-9.—Requisition and Invoice (NavSandA form 43). 


The stub requisition and, if submitted, NavSandA form 
302 are filed in the supply office with a copy of the Req- 
uisition and Invoice when material is ordered from a 
supply activity. This ensures that when the material 
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arrives on board it is sent to the person who ordered 
it. This procedure is important because the storekeeper is 
not able to identify most repair parts. With this system 
the storekeeper identifies each box of material by the 
requisition number appearing on the box. Then by 
checking back into the file and obtaining the copy of the 
requisition together with the stub, the storekeeper can 
readily identify the department or person ordering the 
material. 


RECORDS AND REPORTS 


Maintenance History 


The Bureau of Ships Manual states that each activity 
engaged in the operation of electronic equipment shall 
maintain suitable cards for recording the results of in- 
spections of equipments as well as any tests and field 
changes made. The manual states further that a MAIN- 
TENANCE HISTORY, composed of cards filed in loose-leaf 
binders, supersedes the machinery history and hull repair 
books formerly required aboard ship. Such cards as the 
Machinery History Card (NavShips 527), the Electrical 
History Card (NavShips 527-A), the Electronic Equip- 
ment History Card (NavShips 536), and the Hull His- 
tory Card (NavShips 539) form the basis of the ship’s 
maintenance history. Their purpose is to provide a com- 
prehensive record of the items concerned. They are to be 
kept up to date and available for inspection at all times 
and are to be integrated into preventive maintenance pro- 
grams such as the Current Ships Maintenance Project 
(CSMP). 

In maintaining the maintenance history, an appropri- 
ate card is used for each item in the machinery index 
and for each item in the Ship Electronics Installation 
Record (NavShips 4110). Entries on the cards include 
descriptions of equipment failures, repairs effected, al- 
terations and field changes made, tests conducted, and 
any other information necessary to provide a complete 
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maintenance history of the items. Routine cleaning and 
operation are not recorded. The maintenance history cards 
which the electronics technician must fill in are described 
as follows. 

ELECTRONIC EQUIPMENT HISTORY CARD (NavShips 
536).—Because this card is the basic maintenance his- 
tory card for electronic equipment it is discussed in de- 
tail. It provides for recording failures and other pertinent 
information on electronic equipments. A separate card 
is filled in for each equipment on board. If additional 
cards are required for an equipment, they are added 
behind the original card in the binder. All cards for a 
particular equipment are transferred with the equipment 
when it is removed from the ship. 

The heading of the card is so designed that when the 
card is properly filled in all the necessary information 
is readily available for completing the upper part of the 
U. S. Navy Electronic Failure Report (NavShips 393). 
The heading of the card should be typed, but entries on 
the body of the card may be either typed or written in ink 
or indelible pencil. The following instructions should be 
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Figure 1-10.—Electronic Equipment History Card (NavShips 536). 
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followed closely in filling in the form, a sample of which 
is shown in figure 1-10. 

Equipment Model Designation: All letters and num- 
bers should be included to indicate the specific model. For 
instance, AN/ARC-1 should not be entered as AN/ARC 
or ARC-1. 

Equipment Serial Number: This number is taken from 
the equipment nameplate. If an over-all equipment num- 
ber is not available, the serial number of the major unit 
is listed for the entire equipment. When it is definitely 
established that an item does not bear a serial number, 
an asterisk (*) is entered in this space. 

Card Number: The number in this space is ‘‘1” for 
each card in the original file. As additional cards for a 
specific equipment are filed, they are numbered consec- 
utively. 

Contract Number: The complete contract number in- 
cludes all letters and numbers as given on the equipment 
nameplate. 

Date Installed: This space refers to the date the equip- 
ment was installed. If the installation required several 
days, the date of completion is the date entered. 

Installing Activity: This space is for the name of the 
activity which actually installed the equipment. 

Box Number and Location: Enter here the locations 
of all appropriate drawers and bins. In ships not con- 
verted to the shipboard maintenance parts system, all 
maintenance parts are furnished in boxes. The numbers 
and locations of these boxes are entered here. 

Instruction Book on Board: Check this space only when 
the final instruction book is received. If only the prelim- 
inary book is on board, this space should not be checked. 
The appropriate instruction books carry notices of the 
availability of final instruction books. 

Date: Enter here the date of a failure, field change, 
or other work involving maintenance or repair. 
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Nature of Trouble: External evidence of the equip- 
ment trouble is entered in this column and should be 
described in detail. Whenever a field change is made the 
field change number and title are also shown in this col- 
umn in addition to the entry required on the Record of 
Field Changes (NavShips 537). 

Cause of Failure: This column is most important. De- 
scribe how the trouble was traced and what corrective 
measures were taken. Give detailed information. Note 
peculiarities and weaknesses. The clearer the information 
in this column, the more valuable it is to the ship, the 
Bureau of Ships, and the manufacturer. The informa- 
tion in this column, and that reported on NavShips 383, 
assists in the production of better and more reliable 
equipment. 

Some activities may wish to record in this column such 
information as the name and rate of the person actually 
doing or supervising the work, the man-hours consumed, 
and the signature of the division officer. Such entries are 
optional. 

Name of Part: List here the names of the parts involved 
in the failure. 

Circuit Symbol: Record here the symbol designations 
of the parts that failed, as shown in the instruction book. 

Navy Stock Number: This space is for the standard 
Navy stock number, including all prefix and suffix letters, 
exactly as given in the instruction book. 

Life Hours: Enter here the estimated life of the part. 
To obtain this figure use the machinery history cards, 
readings of elapsed time meters which total the operating 
time of the part, or any other available data. 

Date NavShips 383 Mailed: Record the date the Fail- 
ure Report (NavShips 383) was mailed to BuShips. This 
column may also be used after completion of a field 
change to record the date the Field Change Report 
(NavShips 2369) was mailed. 
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Figure 1-11.—Resistance Test Record Card (NavShips 531). 


RESISTANCE TEST RECORD CARD (NavShips 531) .—This 
form, shown in figure 1-11, provides for recording the 
insulation resistance of a unit or circuit. It is inserted in 
the maintenance history binder adjacent to the applicable 
equipment history card. 

TUBE PERFORMANCE RECORD (NavShips 538).—The 
performance of service-life-guaranteed tubes is recorded 
on this card. In general such tubes are not used aboard 
ship. The cards, however, may be used at the ship’s dis- 
cretion for any large or expensive tubes for which it 
may be desirable to maintain separate records. When 
used, the cards are inserted in the binder adjacent to the 
equipment history card for the equipment in which the 
tube is installed. If the tube is transferred the card is 
transferred with it. Upon failure of the tube the card 
may be destroyed after a Failure Report (NavShips 383) 
has been completed and forwarded to BuShips. 

RECORD OF FIELD CHANGES (NavShips 537).—Field 
changes made to any portion of an electronic equipment 
are recorded on this card, which is filed in the binder 
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adjacent to the history card for the equipment to which 
the change is applicable. 

This record is of paramount importance. Without mod- 
ifications an equipment. may be dangerously out of date 
and subject to numerous serious difficulties. Without a 
record of field changes it is difficult to determine what 
modifications, if any, have been made. The information 
recorded on these cards is essential therefore for routine 
maintenance, for trouble-shooting, and for ordering main- 
tenance parts which belong to the improved equipment. 

Figure 1-12 shows the Record of Field Changes Card 
(NavShips 537). The spaces for equipment model desig- 
nation, serial number, date installed, and card number 
are filled in by typing or writing with ink or indelible 
pencil. The official name or Navy type number (or other 
official identification) of each component affected by a 
field change is shown parenthetically after the title of a 
change. 
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Figure 1-12.—Record of Field Changes (NavShips 537). 


The columns headed “Number,” “Title of Field 
Change,” and “Authority for Change” are completed in 
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numerical order for all changes affecting a specific equip- 
ment. Field changes affecting given equipments are listed 
in the appropriate maintenance bulletins—as Communica- 
tions Equipment Maintenance Bulletin (CEMB), Radar 
Maintenance Bulletin (RMB), Sonar Bulletin, and Elec- 
tronics Maintenance Book (EMB). Space is provided on 
the record to indicate these changes by using numbers 
corresponding to the numbers shown in the bulletins. 

BLANK UTILITY CaRD (NavShips 532).—The purpose 
of this card is to provide for recording any desired sup- 
plementary information. It is inserted in the binder adja- 
cent to the card that it supplements. 


Current Ship’s Maintenance Project 

The purpose of the CURRENT SHIP’S MAINTENANCE 
PROJECT (CSMP) is to provide a current record of main- 
tenance, modifications, and repairs to be accomplished by 
ship’s personnel or during availabilities. The CSMP is 
composed essentially of the following three cards: Repair 
Record Card (NavShips 529), which is blue; Alteration 
Record Card (NavShips 530), which is pink; and Record 
of Field Changes (NavShips 537), which is white. As a 
repair is required, or an alteration or field change author- 
ized, the applicable card is filled in and filed in the Mate- 
rial History binder adjacent to the appropriate history 
card. Being of distinctive colors, the cards readily indi- 
cate outstanding work as the binder is examined. 

With the exception of the Record of Field Changes, 
when work is completed, notations to this effect are en- 
tered on the material history card and the applicable 
CSMP cards are removed from the binder and placed 
in a “completed work” file. 

Repair Record Cards and Alteration Record Cards are 
retained for a period of 2 years after the work noted 
thereon is completed and entries made in the material 
history. After the 2-year period, these cards may be de- 
stroyed at the discretion of the commanding officer. When 
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ships are decommissioned or placed out of service during 
this period, the cards are retained on board. 

Electronic Equipment History Cards and Records of 
Field Changes remain with the equipments referred to on 
the cards. If the equipment is transferred, these cards 
are transferred with it. 


Radar Monthly Performance and Operational Report 


The Bureau of Ships requires monthly reports for cer- 
tain radar equipments usually because the equipment is 
comparatively new or of an experimental nature. Those 
on which monthly reports are required are listed in the 
Radar Maintenance Bulletin. This publication also gives 
a sample form for this report and detailed instructions 
for its preparation. 

Submitted by Confidential letter, these reports are es- 
sential to keeping the Bureau informed on radar per- 
formance and operation. Because they provide the bureau 
with first-hand information on equipments under actual 
operating conditions, they are of extreme value to the 
radar program. 


Electronics Performance and Operational Report (NavShips 3878) 


This report also is important to the Bureau because it 
furnishes first-hand information on equipments under ac- 
tual operating conditions. It is not required on all elec- 
tronic equipments. The Communication Equipment Main- 
tenance Bulletin (NavShips 900,020) lists the equipments 
for which this report is required and gives detailed in- 
formation on the correct method for completing NavShips 
3878. 

Figure 1-18 shows a correctly prepared Electronics 
Performance and Operational Report. The importance of 
the space allowed for general remarks is emphasized. In 
this space should be indicated any information not in- 
cluded elsewhere on the form, such as detailed informa- 
tion on any unusual trouble encountered in operation; ex- 
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Figure 1-13.—Electronics Performance and Operational Report 
(NavShips 3878). 


ceptional maintenance required; and suggestions for im- 
provement in design, tests, and new applications. The 
forwarding of suggested improvements is not to be con- 
strued, however, as authority to modify the equipment in 
any way. Nor does the forwarding of this report eliminate 
the requirement for forwarding the Failure Report (Nav- 
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Ships 383) for each failure of electronic equipment re- 
gardless of whether or not an operational report is sub- 
mitted. 

Electronics Field Change Report (NavShips 2369) 

As stated earlier, whenever a field change is completed 
it is necessary to record this information in the ship’s 
material history and to forward to the Bureau of Ships a 
report of the completion of the change. Form NavShips 
2369, a self-addressed card, has been devised for this pur- 
pose and one is included in each field change kit. (See fig- 
ure 1-14). 

For reporting field changes for which no kit is supplied 
or for which no modification card is available, BuShips 
suggests the following procedures: Fill in the top part of 
an Electronics Failure Report (NavShips 383) and write 
“Navy Field Change (No.) made,” under the space al- 
lowed for remarks. When properly filled in, the card con- 
tains the following information: 

Equipment model and serial number; 

Unit name and serial number; 

Navy field change number; 

Date field change made; 

Name and rank, rating, or title of person making 
change. 
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Figure 1-14.—Electronics Field Change Report (NavShips 2369). 
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Electronic Failure Report (NavShips 383) 


Because it is of major importance that the Bureau of 
Ships be informed promptly of all failures of and de- 
ficiencies in electronic equipments, systems, components, 
parts, and tubes one of the reports most frequently re- 
quired of the ET is the U. S. Navy Electronic Failure 
Report. 

This report serves several excellent purposes. It (1) 
provides the Bureau with a comprehensive presentation 
of the over-all performance of electronic gear, (2) points 
out the weakest parts of any particular equipment, and 
(3) forms the basis on which to procure maintenance 
parts. Because new models (or modifications of old 
models) are usually in some stage of development, prompt 
receipt of failure reports enables the Bureau to initiate 
immediate corrective action to eliminate similar or related 
deficiencies in subsequent production. 

Reported failures are tabulated on IBM cards and reg- 
ular summaries are made to show at a glance the number 
and types of failures of any part of any equipment. 

The importance of reporting failures and their causes 
cannot be too highly stressed, particularly if failures occur 
under actual operating conditions. The reports are to be 
filled in completely and in conformity with the instruc- 
tions accompanying the card. Many reports received by 
the Bureau are valueless because they do not give the 
essential information required by the form or because 
the information given is incomplete. When indicating the 
model or type of equipment include all significant nomen- 
clature, letters, and digits. A separate NavShips 383 
(Rev.) is required for each failure. It is important that 
accuracy of the entry describing the reason(s) for the 
failure be verified. 

A sample of an accurate and complete failure report is 
shown in figure 1-15. Note that every necessary detail 
is supplied to give a clear picture of the failure—descrip- 
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tion, cause, corrective measures, and approximate life. 
This is the way all failure reports should be made if they 
are to be of value to the Bureau. 

Normally duplicates of failure reports are not required 
except in the case of certain electron tubes and crystals. 
Another exception includes shore stations from which the 
cognizant maintenance yard requires a copy. 

Failure reports on electron tubes must be filled in with 
the same care given any other failure report to ensure 
accuracy and completeness. Failure report forms are to 
be submitted for all tubes that fail in storage, handling, 
installation, or operation, including tubes used in BuAer 
and BuOrd electronic equipments. As for other reported 
electronic failures, tube failure reports are used by Bu- 
Ships to compile the causes and rates of failures, both 
of which influence the design of tubes and equipment and 
the number of replacement tubes allowed. Failures due 
to own gunfire should be so designated. 

The form NavShips 388 carries no security classifica- 
tion. Classified military information, including in some 
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Figure 1-15.—Electronic Failure Report (NavShips 383). 
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cases the operating frequency, is therefore not to be in- 
cluded on this form. 

All electron tubes received by a ship, station, or other 
using activity should be examined immediately upon re- 
ceipt for obvious breakage, defective packing, or signs of 
rough handling, and electrical tests should be conducted 
if feasible. All large or expensive tubes should be checked 
for filament continuity, shorted elements, and loss of 
vacuum. When possible, tubes should be checked by opera- 
tion in an equipment socket under rated operating con- 
ditions. Failure reports are then completed and forwarded 
to the Bureau for all tubes received in defective condition. 


INSTALLATION AND MAINTENANCE PUBLICATIONS 
Electronics Maintenance Book (NavShips 900,000) 


As a section of the Sonar Bulletin, Radar Maintenance 
Bulletin, or the Communications Equipment Maintenance 
Bulletin is changed, a section is added to the Electronics 
Maintenance Book instead of to the individual bulletin. 
In time all sections of these books will be completely re- 
placed and all material will be contained in the Electronics 
Maintenance Book. 


Sonar Bulletin (NavShips 900,025A) 


A loose-leaf publication, this bulletin groups together 
in one volume all existing current maintenance infor- 
mation for all types of shipboard and harbor detection 
sonar equipments. In addition it carries a list of field 
changes for these equipments, complete instructions for 
accomplishing all field changes that do not require kits, 
and a chapter on sonar publications and corrections. 

The Sonar Bulletin is distributed to all sonar schools, 
ships with sonar equipment (other than echo sounding), 
sonar repair ships, sonar installation or repair activities, 
sonar equipment manufacturers, and any other activities 
with clearly defined uses for tre bulletin. A vessel that 
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has only echo-sounding equipment on board is not entitled 
to this bulletin. To reach vessels carrying only this class 
of sonar equipment, the Communication Equipment Main- 
tenance Bulletin gives information on echo sounding. 


Shipboard Radar Maintenance Bulletin 


This is a loose-leaf publication issued in two editions. 
It gives information necessary to the efficient maintenance 
of shipboard radar equipment. 

The publication is divided into sections under such 
headings as general, radar, fire control, and submarine 
equipment. 

The RMB is issued in “‘C” and “‘S” editions. The C, or 
complete, edition is intended for large ships and major 
activities and contains all sections. The S edition con- 
tains only those sections that apply to equipments on the 
allowances of smaller ships. 


Communications Equipment Maintenance Bulletin 


(NavShips 900,020A) 


The Communications Equipment Maintenance Bulletin 
(CEMB) also is a loose-leaf publication. It contains in- 
formation on the maintenance and repair of all electronic 
ship-to-ship and ship-to-shore communications equipment 
used by the Navy. Much of the material promulgated in 
the CEMB is originated by the engineering staff of the 
Bureau of Ships through close liaison with personnel of 
the fleet and naval shipyards. It also includes handy main- 
tenance tricks which have been evolved by technicians in 
the field, endorsed by the Bureau, and published for the 
benefit of all maintenance personnel. Electronics Tech- 
nicians and other maintenance personnel are encouraged 
to forward to the Bureau any new trick that makes their 
jobs easier, new procedures that prevent breakdown, or 
methods by which a stubborn trouble can be overcome. 

The section of the Sonar Bulletin that is devoted to 
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echo-sounding equipment is included as a regular section 
of the CEMB, because vessels having only this class of 
sonar equipment do not receive the Sonar Bulletin. 

Distribution of the CEMB is to all ships (except land- 
ing craft), all type and force commanders, all advanced 
bases, and major shore activities. 


Instruction Books 


These books carry information essential to the proper 
operation, maintenance, and repair of the equipment to 
which they apply. Two copies of the instruction book for 
a particular equipment are normally supplied with the 
equipment. In addition, the Bureau supplies file copies to 
activities concerned with the installation and maintenance 
of the equipment and with the training of electronics per- 
sonnel. Supplies of books remaining after the initial dis- 
tribution are stored at the East and West Coast Publica- 
tions Distribution Centers. These centers then supply 
small stocks of most books to the various publications 
and printing offices for issue to individual activities. 
Where the supply of books is extremely limited, those car- 
ried at distribution centers are issued to the publications 
and printing offices only upon request. 

The requirements for instruction books are included 
as a part of the contract for equipments, the number of 
books varying with the number of equipments included 
in the contract. Consequently the quantity of books is 
always limited, and for this reason distribution is nor- 
mally limited to recipients of the equipment and to those 
activities required to service it. A sufficient quantity is 
obtained, however, to supply the usual file requirements 
of Navy and Marine Corps electronics schools. 

Advance, preliminary, or temporary instruction books 
may be furnished when a delay in completing final in- 
struction books is anticipated. Such books are to be de- 
stroyed upon receipt of final instruction books as indi- 
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cated by the covering letter forwarded with the final 
books. If the books to be destroyed are classified, dis- 
posal must be in accordance with existing regulations 
covering the destruction of classified material. Promulgat- 
ing letters for changes to instruction books indicate the 
desired disposition of material removed from the basic 
publications. 

Requests for instruction books and other NavShips 
publications are made to the nearest or most accessible 
district publications and printing office. In view of the 
limited number of instruction books printed, and the ex- 
cessive cost of reprinting when stocks are depleted, re- 
quests for instruction books must include a statement of 
the reason they are required. Normally only those re- 
quests for two books per equipment are approved. 


In order that an activity’s file of publications may be 
kept up to date, current issues of the various maintenance 
bulletins issued by BuShips should be examined for in- 
formation on the availability of handbooks, final instruc- 
tion books, revisions, supplements, or changes pertaining 
to the equipments installed at the activity. 


With reference to the security of instruction books, 
the Bureau of Ships Manual states that Secret, Confiden- 
tial, and Restricted instruction books must be handled, 
transported, and safeguarded as prescribed by U.S. Navy 
Regulations and the Registered Publications Manual. Con- 
fidential and Restricted instruction books and periodicals 
should be made available to commissioned, warrant, and 
enlisted personnel whose duties require knowledge of 
their contents. Similarly, they should be made available 
to civilian personnel of the Navy and to Navy contrac- 
tors whose duties involve the design, manufacture, in- 
stallation, or maintenance of electronic equipment for the 
Navy and who have been properly cleared to handle clas- 
sified matter. The security classification of instruction 
books for Navy electronic equipment is as specified in 
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Security Classification of Electronic Equipment (JANAP 
140 (A) ) except when the Chief of Naval Operations de- 
termines that a book may be classified lower than the 
equipment in order to permit a broader distribution. 

The security classifications of electronic equipments 
are under constant review, and classifications are lowered 
or equipment declassified as soon as national safety, pres- 
tige, and the furtherance of public welfare and safety 
warrant. It is essential, therefore, that the security clas- 
sification of all instruction books and handbooks be 
checked against the classification indicated in JANAP 
140 (A) including latest changes. Where the security clas- 
sification given in JANAP 140 (A) fora particular equip- 
ment is lower than that indicated on the applicable in- 
struction books, the front cover and title page of the books 
must be prominently marked with the revised classifica- 
tion. 


Lists, Catalogs, And Indexes 


ELECTRONIC EQUIPMENT TYPE ALLOWANCE Book (Nav- 
Ships 900,115).—Distribution of the complete TAB is 
limited to certain major commands, and to planning, in- 
stallation, and supply activities directly concerned with 
the installation and supply of electronic material. Indi- 
vidual ships receive ONLY those pages that apply to the 
individual ship type. Such pages are intended for inser- 
tion in the ship’s on-board copy of the machinery allow- 
ance as they constitute the ship’s allowance of Group 67 
material. 

LIST OF NAVAL ELECTRONIC EQUIPMENT.—This Confi- 
dential publication contains a list of the principal radio, 
radar, and sonar equipments that have been built or pur- 
chased by the Navy and to which model letters have been 
assigned as of July 1951. It provides brief identifying 
data for the equipments listed and is distributed to all 
ships and stations. 
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CATALOGUE OF ELECTRONIC EQUIPMENT.—This publica - 
tion furnishes convenient summarized references to the 
principal Bureau of Ships electronic equipments (except 
airborne). Because it is beyond the scope of the publication 
to list all the data on any equipment, it is necessary to con- 
sult the applicable instruction book when more complete 
information is desired. To identify equipments not appear- 
ing here, personnel are referred to the List of Naval Elec- 
tronic Equipment. 

Although the catalogue as a whole is classified Confi- 
dential, each page is classified in accordance with the 
security applicable to the equipment discussed on that 
page. 

CATALOGUE OF ELECTRONIC TEST EQUIPMENT.—This 
publication serves the same purpose as the Catalogue of 
Electronic Equipment but is limited to testing devices de- 
veloped for use in the maintenance of electronic equip- 
ments. As a whole it, too, is classified as Confidential, 
though the individual pages are classified according to 
the equipment discussed thereon. 

RADIAC EQUIPMENT (NavShips 900,141).—Similar to 
the Catalogue of Electronic Equipment, this pamphlet is 
limited to radioactivity detecting equipment. It was pre- 
pared primarily to serve as a handy reference book for 
use by electronics maintenance personnel and may be 
requisitioned from the nearest publications and printing 
office. In the future, the information contained in this 
pamphlet will be included as a section of NavShips 
900,116. 

CATALOG OF NAVY MATERIAL, BUREAU OF SHIPS SEC- 
TION, PART II.—Published in sections devoted to specific 
types of materials—such as i-f transformers, a-f trans- 
formers, and terminal boards—this catalog is superseding 
the Catalog of Navy Type Material and the Electronics 
Material Cross Reference. The Catalog of Navy Material 
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gives detailed descriptions, applicable reference numbers, 
and illustrations of the items included. 

Cross INDEX OF ELECTRON TUBE TYPES (NavShips 900,- 
119).—The purpose of this publication is to provide as 
complete a list as possible of all electron tube types used 
in Army and Navy equipments and stocked in Service 
depots, and to furnish a cross reference to any other type 
numbers or designations these tubes may have. The in- 
formation contained in the publication may be used as a 
guide to interchangeability of tubes, but the choice of a 
substitute tube rests ultimately with those responsible for 
the proper operation of the equipment in which the tube 
is used. NavShips 900,119 is furnished automatically to 
ships and shore activities. 


QUIZ 


1. Under standard administrative and battle organizations, what 
are the names of the different departments of a battleship? 
2. Who is in charge of the electronics division? 


3. Explain the term “parts peculiar.” 


4. How does the Bureau of Ships determine the number of ap- 
plications for each maintenance part aboard a particular ship? 


5. How is each item on the parts allowance list identified? 


6. How are the maintenance parts stowed under the new parts 
system? 
7. Why is it necessary to requisition spare parts? 


8. Why is it necessary to make each entry on a requisition ac- 
curately? 


9. When a particular equipment is transferred from a ship, 
what is done with the Electronic Equipment History Card for 
this equipment? 


10. Why is it necessary to make the proper entry on the Record 
of Field Changes (NavShips 587) after a field change is made 
to an equipment? 


11. Where can a technician find a list of the field changes for a 
particular equipment? 
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12. 


13. 


14. 


15. 
16. 
17. 


18. 


19. 


What three cards essentially form the Current Ship’s Main- 
tenance Project? 


If a field change is made and no Electronics Field Change 
Report Card is available, what procedure should the tech- 
nician follow? 


When a technician receives a shipment of electron tubes, what 
should he do? 


What book is replacing the CEMB, RMB, and Sonar Bulletin? 
To what activity are requests for instruction books forwarded? 


Name two sources that describe how classified instruction 
books are to be handled, safeguarded, and transported. 


Name the source in which the security classification of instruc- 
tion books is listed. 


What type of information is contained in the Electronics 
Equipment Type Allcwance Book? 
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CHAPTER 


TEST EQUIPMENT—MEASUREMENT 
MULTIMETERS 


The science of electronics, like all of the physical sci- 
ences, depends on accurate quantitative measurement. 
This involves two important items—numbers and units. 
Simple arithmetic is used in most cases, and the units are 
well-defined and understood by the average technician. 
The standard units of inductance, voltage, and resistance 
are defined by the National Bureau of Standards. 

At the factory various instruments are calibrated by 
comparing them with established standards. The elec- 
tronics technician works with voltmeters, ohmmeters, and 
ammeters. With these instruments the technician meas- 
ures voltage, resistance, and current. An understanding 
of the construction and operation, as well as the limita- 
tions of the more common types of measuring instru- 
ments, is essential in servicing electronic equipment. 


D'Arsonval Meter 


The D’Arsonval meter movement forms the basic ele- 
ment in the construction of the type of meter used most 
extensively for making electrical measurements. The es- 
sential parts of this movement comprise a movable coil 
suspended so that it is free to turn in the field of a fixed 
permanent magnet. A D’Arsonval movement is shown in 
figure 2-1. 
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When a direct current flows through the movable coil, 
a force is created which tends to turn the conductors out 
of the magnetic field. This turning force is called DRIVING 
TORQUE. The force on the coil is the result of the interac- 
tion of the magnetic field created by the coil current 


i He 


(i 
i 


Figure 2-1.—D'Arsonval movement. 


and the magnetic field of the permanent magnet. Re- 
straining springs are arranged to oppose the driving 
torque. The resulting displacement of the pointer (at- 
tached to the moving coil) is a measure of the torque. 
Because the permanent magnet field is uniform, the angle 
of displacement is proportional to the current through 
the coil. 

The coil is wound on an aluminum frame mounted in 
jeweled bearings. Induced currents are set up in the alu- 
minum frame as it moves through the field of the magnet. 
These currents tend to damp oscillations of the coil and 
cause the pointer to come to rest quickly. 

The scale of a fundamental D’Arsonval movement may 
be calibrated in arbitrary units. A movement calibrated 
in this fashion is called a GALVANOMETER. If the instru- 
ment is calibrated in microamperes or milliamperes, it is 
called a MICROAMMETER or a MILLIAMMETER, respectively. 
Other instruments such as voltmeters, ammeters, and 
ohmmeters are modified forms of the basic D’Arsonval 
movement. 
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Voltmeters 

A milliammeter can be used to measure voltage by plac- 
ing a high resistance in series with the moving coil of 
the meter. The size of the series resistance is determined 
by the current needed for full-scale deflection of the coil 
for the particular voltage range. Because the current is 
directly proportional to the voltage applied, the scale can 
be calibrated directly in volts for a fixed series resistance. 

Suppose that a movement with a full-scale current of 
one milliampere is to be made into a voltmeter with a full- 
scale reading of one volt. The total resistance of the meter 
and the series resistance is found by Ohm’s law to be 


El 
I 0.001 
If the moving coil has a resistance of 50 ohms, the addi- 
tional series resistance is 950 ohms. 

The sensitivity of voltmeters is given in ohms per volt. 
Sensitivity is equal to the reciprocal of the current (in 
amperes) required for full-scale deflection. Thus the sen- 
sitivity of a 1-milliampere movement is the reciprocal of 
0.001 ampere or 1000 ohms per volt. Similarly, the sen- 
sitivity of a 50-microampere movement is 


1 
50 X 10-5 20,000 ohms per volt. 


The sensitivity of the movement depends on the strength 
of the permanent magnet field and the number of turns 
in the moving coil. 

MULTIRANGE VOLTMETERS.—Multirange voltmeters use 
one meter movement and a series of tapped resistors. A 
multirange voltmeter with three ranges is shown in fig- 
ure 2-2. Voltmeters are usually connected across a cir- 
cuit. They are seldom connected in series with a circuit. 
In precision instruments, the series resistors, called MUL- 
TIPLIERS, are usually wire-wound and have alow tempera- 
ture coefficient of resistance. 


R= = 1000 ohms. 
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Ammeters 


The fundamental D’Arsonval meter movement can be 
used to measure only small direct currents because the 
size of the wire on the movable coil is usually quite small. 
To measure larger currents, shunts are connected across 
the coil. The shunt carries that part of the circuit cur- 
rent which is in excess of the safe-carrying capacity of 
the moving coil itself. In this manner the range of a meter 
may be built up to any desired current measuring ca- 
pacity. In order to be able to calculate the required re- 
sistance of a shunt, the resistance of the meter move- 
ment must be known. This can be obtained from the 
manufacturer or it can be measured by the voltmeter- 
ammeter method. 


O+ poms 


Figure 2-2.—Multirange voltmeter. 


Suppose it is desired to convert a 100-microampere 
D’Arsonval meter having a resistance of 100 ohms to a 
meter capable of measuring line currents up to 1 ampere. 
The meter deflects full scale, when the current through 
the coil is 100 microamperes. Since the resistance of the 
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coil is 100 ohms, the voltage drop across its terminals for 
a full-scale deflection is 
0.0001 * 100 = 0.01 volt. 

Since the shunt and the meter are in parallel, they both 
receive the same voltage. Therefore, the drop across the 
shunt is also 0.01 volt. The shunt resistance is obtained 
by dividing the voltage drop across the shunt by the cur- 
rent flowing through the shunt. The current through the 
shunt is equal to the line current minus the meter current. 

Current through shunt = 1 — 0.0001 = 0.9999 ampere 


; E 0.01 
Resistance of shunt = 7 = 0.9999 
The range of the 100-microampere meter can be increased 
to 1 ampere by connecting a 0.01-ohm shunt across the 
meter. 

MULTIRANGE AMMETER SHUNTS.—Two general switch- 
ing arrangements for connecting meter shunts are illus- 
trated in figure 2-8. Figure 2-3, A, shows the simpler of 
the two arrangements. It consists of a one-milliampere 
d-c movement with three shunts of different sizes and 
a multitap switch. During the time the switch blade is 
moving from one contact to the next, the shunting effect 
which protects the meter is removed. 


= 0.01 ohm approximately. 
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Figure 2-3.—Ammeter shunts. A, Wrong method; B, correct method. 
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This arrangement is not practical, since the line cur- 
rent would flow momentarily through the movement. A 
shorting type switch would correct this difficulty. How- 
ever, another disadvantage still exists and cannot be so 
easily removed. This disadvantage lies in the fact that 
the contact resistance of the switch is in series with the 
shunt resistance but not with the meter resistance. In 
shunts for measuring larger currents a contact resist- 
ance becomes an appreciable part of the total shunt re- 
sistance. As this contact resistance is of a variable nature, 
the ammeter indication is not accurate. Perhaps the only 
reason for using this switching arrangement lies in the 
fact that the shunt resistance for each range can be cal- 
culated easily with Ohm’s law. 

The generally accepted method of range switching is 
that shown in figure 2-3, B. The principle of operation 
is the same as that of the Ayrton shunt, which has been 
used for years to extend the range of galvanometer indi- 
cations. Although only two ranges are shown, as many 
ranges as needed can be used. The shunt resistance cal- 
culations become very lengthy as the number of shunts 
and range scales is increased. In this type of circuit the 
range selector switch contact resistance is external to the 
shunt and meter in each range position. Therefore, it has 
no effect on the accuracy of the current measurement. 

Current-measuring instruments must always be con- 
nected in series with a circuit and never in parallel with 
it. An instrument must have low resistance to minimize 
power loss. If an instrument were connected directly 
across a source of appreciable voltage, it would be equiva- 
lent to a short circuit across the source. Needless to say, 
the meter would burn up. 


Ohmmeters 
An ohmmeter is a sensitive type d-c milliammeter pro- 
vided with a source of voltage (usually a few dry cells) 
and a calibrating resistance. The meter and the battery 
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are connected in series with the resistance to be meas- 
ured. The meter scale is calibrated in ohms. A circuit of 
the basic series-type ohmmeter is shown in figure 2-4. 


| 
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Figure 2-4.—Basic series ohmmeter circuit. 


When the test leads are shorted together, the variable 
resistance is adjusted for full-scale deflection. The point 
on the meter scale corresponding to full-scale deflection 
is marked zero resistance. If a 1-milliampere movement 
is used with a 4.5-volt battery, the series resistance to- 
gether with the meter resistance is 4500 ohms. Part of 
the series resistance is made variable to compensate for 
changes in the battery voltage. 

When the unknown resistance is inserted, the meter 
reading decreases. For example, a 6000-ohm resistor in- 
serted between the probes decreases the meter current 
to 0.429 milliampere. The corresponding point on the 
scale is marked 6000 ohms. 


Multimeters 
A practical instrument for general servicing of elec- 
tronics equipment is the multimeter. Basically, a multi- 
meter is a microammeter or a milliammeter of the per- 
manent-magnet, movable-coil type with shunts to provide 
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several current ranges, series resistance multipliers for 
the corresponding voltmeter scales, and batteries to per- 
mit use as an ohmmeter. A multimeter usually has a mul- 
tipoint switch for quick changes in scales. A meter of 
this type (the Navy model OCR-1) is shown in figure 2-5. 

The D’Arsonval movement is essehtially a d-c instru- 
ment. Alternating current applied to the moving coil does 


Figure 2-5.—Model OCR-1 multimeter. 


44 


not produce any useful indication. In order to measure 
alternating current with the multimeter, a small rectifier 
is used. The pulsating d-c output of the rectifier is meas- 
ured by the meter. Although the meter torque is propor: 
tional to the average value, rather than the effective value 
of current and voltage, meter scales are usually calibrated 
at the factory to indicate effective values of current-and 
voltage. A diagram of a simple a-c meter of this type 
is shown in figure 2-6. 

The meter rectifier is usually of the metallic-oxide type, 
and is effective at power and audio frequencies. It has 
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Figure 2-6.—A-c voltmeter. 
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objectionable error at radio frequencies. This disadvan- 
tage is caused by capacitance associated with the rectifier 
which bypasses the higher frequencies. 

The shunt rectifier indicated at S, in figure 2-6, pro- 
vides a high ratio of forward to leakage current and tends 
to keep the needle from vibrating. 


THERMOCOUPLE METERS 


The bypassing action of the metallic-oxide rectifier can 
be eliminated entirely by using a thermocouple to obtain 
the d-c voltage to actuate the meter movement. When two 
dissimilar metals are joined together and the junction 
heated, a d-c potential is present across the cold ends of 
the metals. The potential depends. on the difference in 
temperature between the hot junction and the cold ter- 
minal of the thermocouple. It makes no difference whether 
the heat is produced by direct current, audio-frequency 
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Figure 2-7.—Vacuum-type thermocouple. 


current, or radio-frequency current. Thermocouples are 
usually enclosed in an evacuated bulb to reduce the time 
lag caused by the heating and cooling of the air around 
them. A vacuum-type thermocouple is shown in figure 2-7. 


VACUUM-TUBE VOLTMETER 
The ordinary voltmeter has several disadvantages that 
make it practically useless for measuring voltages in high 
impedance circuits. For example, suppose that the plate 
voltage of a pentode amplifier is to be measured (figure 
2-8, A). When the meter is connected between the plate 
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of the vacuum tube and ground, the meter current con- 
stitutes an appreciable part of the total current through 
the load resistor RL. As a result, an incorrect meter read- 
ing is obtained. Because of the shunting effect of the 
meter on the pentode, the plate voltage decreases as the 
current through the load resistor RL increases. 

The circuit shown in figure 2-8, B, is a simple voltage 
divider with the 100,000 ohms effective resistance of the 
pentode in. series with the 100,000 ohms resistance of the 
plate load resistor. This combination is connected across 
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Figure 2-8.—Voltmeter error. A, Connection; B, equivalent circuit without 
meter; C, equivalent circuit with meter. 


the power supply of 200 volts. Thus, before the voltmeter 
is connected across the pentode, the total current through 
RL is 


= 0.001, or 1 milliampere. 
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Connecting the voltmeter across the pentode increases 
the current through RL by decreasing the total resistance 
of the circuit (figure 2-8, C). If the sensitivity of the 
voltmeter is 1000 ohms per volt and its range is 0 to 100 
volts, the resistance of the meter is 100,000 ohms. The 
total resistance of the parallel circuit formed by the pen- 
tode and the voltmeter is 50,000 ohms. This is in series 
with the 100,000-ohm load resistor. The total resistance 
of the series parallel combination is therefore 150,000 
ohms. The total current in the load resistor is 


_E _ 200 
~ RR 150,000 
The voltage across the plate load resistor is 


E = IR = 0.00133 X 100,000 = 133 volts. 


The voltage across the pentode is 200 — 133 = 67 volts. 
Thus, when the voltmeter is connected across the pentode 
plate, its indication is 67 volts. This is 33 volts less than 
the value existing across the pentode when the meter is 
not connected. The additional current drawn by the meter 
redistributes the voltages across the pentode and the load 
resistor. The voltage is changed from 100 volts across 
each to 67 volts across the pentode and 133 volts across 
the load resistor. This is an error of 33 volts caused by 
the voltmeter. 

A meter with a sensitivity of 20,000 ohms per volt and 
a 100-volt range has a resistance of 2 megohms and a 
maximum current (full-scale deflection) of 50 microam- 
peres. This current is small with respect to the current 
in the pentode circuit. Such a meter would indicate ap- 
proximately 100 volts when connected across the pentode 
plate to ground. However, in circuits where very high 
impedances are encountered such as grid circuits of 
vacuum tubes, even a meter of this sensitivity would be 
useless because of the loading effect it imposes on the 
circuit. 


= 0.00133, or 1.33 ma. 
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Another limitation of a D’Arsonval a-c voltmeter has 
already been mentioned. This is the shunting effect at 
high frequencies of the relatively large meter rectifier 
capacitance. In certain vacuum-tube voltmeters this 
shunting effect is eliminated by replacing the usual metal- 
lic-oxide rectifier with a vacuum-tube amplifier in which 
the plate circuit contains the d-c meter and the voltage 
to be measured is applied to the grid circuit. Such a 
device is called a VACUUM-TUBE VOLTMETER. Voltages at 
frequencies up to and greater than 100 megacycles can 
be measured accurately with a vacuum-tube voltmeter. 
The input impedance is large. Therefore, the current 
drawn from the circuit whose voltage is being measured 
is small and in most cases negligible. 


Model OBQ-1 Multimeter 


The OBQ-1 vacuum-tube multimeter can measure a-c 
and d-c voltages as well as resistance and current. This 


Figure 2-9.—A-c vacuum-tube voltmeter section of the OBQ-1. 


meter can be used to measure grid voltages of r-f and i-f 
amplifiers and a-v-c voltages without disturbing the cir- 
cuits to which it is connected. 

A-C VACUUM-TUBE VOLTMETER SECTION.—A schematic 
diagram of the a-c vacuum-tube voltmeter is shown in 


49 


figure 2-9. The signal to be measured is first rectified by 
the diode in the probe. The signal must be rectified be- 
cause the meter circuit is sensitive only to d-c voltages. 
An R-C network in the probe filters the output of the 
rectifier tube. The d-c voltage is applied across a voltage- 
divider network. Notice that, even though range switch 
S3 is changed, the total input impedance (of the volt- 
meter) remains constant. 

Even when no signal is applied to the plate of diode 
VT5 in the probe, a potential exists between the cathode 
and plate. This is called CONTACT POTENTIAL. In the ab- 
sence of a positive plate supply source it makes the plate 
negative with respect to the cathode. The negative po- 
tential is present at the grid of VT2-1. To equalize the 
voltages on the VT2-1 grid and the VT2-2 grid, a com- 
pensating potential is introduced from tube VT8 to the 
grid of VT2-2. The contact potential on the grid of VT2-1 
changes as the range switch is changed. To compensate 
automatically for this change, a voltage-divider is placed 
across VT3. A second arm on the selector switch changes 
the contact potential on the grid of VT2-2 to match that 
on the grid of VT2-1. This automatic compensation elim- 
inates manual zero readjustment when the range switch 
is changed. The small variable resistor in the filament 
of VT3 is an internal control for adjusting the contact 
potential when the tube is replaced. 

The meter circuit is a balanced bridge network. When 
the input voltage applied between the probe and ground 
is zero, the bridge is balanced and the voltages across the 
two arms containing the plate load resistors of VT2 are 
equal. Thus, the d-c meter indicates zero. 

To offset aging of the twin triodes or small differences 
between the two sections of the tube, a zero adjustment 
(potentiometer P3) is provided to obtain an exact bal- 
ance of the bridge circuit. The voltage being measured 
upsets the balance of the bridge and causes current to 
flow through the meter. The meter actually measures the 
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peak a-c voltage, but it is calibrated in rms values. The 
input impedance at the a-c terminals of the probe is high. 
At the lower frequencies the input capacitance is unim- 
portant. As the frequency increases, the input capacitance 
introduces an additional load on the circuit under test and 
causes errors in the meter reading. 
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Figure 2-10.—D-c vacuum-tube voltmeter section of the OBQ-1. 


D-C VACUUM-TUBE VOLTMETER SECTION.—The d-c volt- 
meter section of the OBQ-1 is shown in figure 2-10. When 
the meter is used to measure d-c voltages, the diode rec- 
tifier probe is not needed. Without the diode no contact 
potential is encountered and VT3 is switched out of the 
circuit. However, the meter remains in the original bridge 
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circuit. Any input to the voltage divider in the grid of 
VT2-1 unbalances the bridge and causes the meter to de- 
flect. Switch S2 is used to change the polarity of the 
meter, thereby eliminating the necessity of reversing the 
test leads. The input impedance of the d-c voltmeter is 
9 megohms over its entire range. It is not necessary to 
select the highest range when measuring an unknown 
voltage because overloads for a short time cannot damage 
the meter movement. Overloads for a long period of time 
may damage VT2. 
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Figure 2-11.—Ohmmeter section of the OBQ-1. 


OHMMETER SECTION.—A schematic of the ohmmeter 
section of the OBQ-1 is shown in figure 2-11. Tube VT2 
is used in the same balanced bridge circuit with the grid 
of VT2-1 grounded. When the probes are open, a nega- 
tive potential of 3 volts is applied to the grid of VT2-2 
through the series resistance of the voltage divider. This 
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unbalances the bridge circuit. The unequal grid voitages 
cause sufficient potential difference between the plates of 
VTZ to give a full-scale deflection on the meter. This de- 
flection represents infinity ohms. When the negative volt- 
age on the grid of VT2-2 is removed by shorting the test 
leads, the grid is grounded and the bridge becomes bal- 
anced. Thus, for the condition of zero resistance, the 
meter deflection is zero. 

Zero adjustment is made with potentiometer P3. Rheo- 
stat R2 is used to adjust the meter deflection to infinity 
ohms when the test leads are open. When an unknown 
resistance is placed between the ohms connection and 
ground, the bias voltage on the grid of VT2-2 decreases 
in proportion to the unknown resistance. The value of 
the unknown resistance determines the amount of unbal- 
ance and hence the magnitude of the meter deflection. 
The scale is calibrated in ohms. A suitable range is chosen 
with the range selector switch in order to provide ap- 
proximately a one-half scale deflection. This insures suf- 
ficiently accurate indications. 
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Figure 2-12.—D-c milliammeter section of the OBQ-1. 


MILLIAMMETER SECTION.—Figure 2-12 shows a sche- 
matic of the d-c milliammeter circuit of the OBQ-1. This 
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circuit uses a conventional switching arrangement with 
shunts to increase the range of current measurement. As 
the tap is moved toward the positive terminal, the value 
of the shunt resistance is reduced and the range is there- 
by increased. The range switch is so arranged that, in 
changing from one position to the next, the meter is pro- 
tected by an uninterrupted shunt circuit like that shown 
in figure 2-8, B. The resistors that do not shunt the 
meter are placed in series with it. This arrangement 
eliminates the removal of the shunt protection when the 
range switch is changed from one position to another as 
shown in figure 23, A. 


TUBE TESTERS 
Principles 


Each vacuum tube purchased by the Navy has been 
thoroughly tested electrically and mechanically. Never- 
theless, it is possible for tubes to be damaged in shipment, 
storage, or handling. It is a good rule to test a tube be- 
fore using it. 

Vacuum tubes do not last indefinitely. Coated cathodes 
lose their power to emit electrons because the cathode coat- 
ing flakes off. Impregnated emitters of filament-type tubes 
become depleted with age. Defective seals permit air to 
leak into tubes and “‘poison”’ the emitting surface. Vibra- 
tion or excessive voltage causes internal shorts or opens. 
Whenever radio equipment operates subnormally, one of 
the first maintenance procedures is to check the tubes 
with a tube tester. 


Types of Testers 


Two kinds of tube testers are in general use. One kind 
uses the tube emission to indicate the condition of the 
tube. The second kind measures the dynamic mutual con- 
ductance of the tube to indicate the operation of the tube. 

The end of the useful life of a tube is usually preceded 
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by a reduction in electron emissivity—that is, the cathode 
no longer supplies the number of electrons necessary for 
proper operation of the tube. In the emission tester the 
proper voltages are applied to each electrode in the tube. 
A meter indicates the plate current. If the tube has an 
open element or is at the end of its useful life, the emis- 
sion tester gives an indication of this defect in the REJECT 
portion of the scale. 

It is possible for a tube to show normal emission and 
still not operate properly. The reason for this is that the 
tube efficiency depends on the ability of the grid voltage 
to control the plate current. The emission tester tests 
only the plate current and not the ability of the grid to 
control the plate current. The mutual-conductance tube 
tester, however, measures the grid-plate transconductance 
and indicates the operation of the tube, not merely the 
condition of the emitting surface. 

The terms “mutual conductance” and ‘‘transconduct- 
ance” are used interchangeably in many texts. The Navy 
Department prefers transconductance, but commercial 
tube testers are marked ‘‘mutual conductance.” 

When the prefix “dynamic” accompanies the term, as 
in “dynamic mutual conductance” or ‘dynamic transcon- 
ductance,” the meaning includes the effect of load im- 
pedance in the plate circuit of the tube being tested. The 
dynamic characteristic is not the same as the tube static 
characteristic because, when a load impedance is present, 
the voltage at the plate of the tube differs from the volt- 
age of the plate supply by the drop in the load impedance. 
Thus, when the signal is on the positive half cycle, the 
plate current increases. This causes an increase in the 
voltage drop in the plate load impedance which re- 
duces the potential actually applied to the plate to a 
value somewhat less than the plate voltage at the oper- 
ating point. During the negative half of the cycle, the 
plate current decreases and the voltage drop in the 
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plate load impedance is reduced. This causes the plate 
voltage to rise to a value somewhat higher than that at 
the operating point. The dynamic characteristic is there- 
fore the characteristic of the tube in operation. The dif- 
ference between the dynamic and static characteristic 
lies in the plate load impedance. 

The static characteristic of a tube involves a change in 
two of three quantities, the third being held constant. 
Thus, the transconductance of a triode is the change in 
plate current divided by the corresponding change in grid 
voltage, the plate voltage remaining constant. The dy- 
namic transconductance is the change in plate current 
divided by the corresponding change in grid voltage, when 
a plate load impedance exists in the plate circuit and the 
plate voltage is permitted to swing. 

Most tube testers, other than the emission type, test 
the dynamic characteristic by placing the tube in a work- 
ing circuit. Very often the prefix “dynamic” is omitted 
for the sake of brevity. If “dynamic” is omitted, the 
reader may identify the meaning by looking for the plate 
load impedance in the tube circuit under test. If the plate 
load impedance is used, the characteristic being obtained 
is DYNAMIC. 

Dynamic mutual conductance, g,,, in micromhos or grid- 
plate dynamic transconductance is defined as the result- 
ant change in a-c plate current AJ, divided by the applied 
change in a-c grid voltage AE,. The value of g,, is a good 
indication of amplifier-tube performance because it shows 
the effectiveness of a tube in converting a small change 
in grid voltage to a large change in plate current. 

Conductance is the reciprocal of resistance, that is, 
the ratio of current to voltage. The word “mutual” means 
“pertaining to both of two things” and refers to both 
plate and grid. The unit of conductance is the MHC, which 
is the word “ohm” spelled backward. For convenience, a 
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millionth of a mho, or MICROMHO, is the commonly used 
unit of transconductance. 
The equation of transconductance is 


a er 
cule @ 5 
In a tube tester, the a-c signal voltage AE, is always a 
constant value. The meter indicates the change in plate 
current A/, and is calibrated directly in micromhos. For 
example, if a 1-volt rms signal on the grid produces a 
3-milliampere rms plate current, the 3-milliampere de- 
flection can be marked 3000 micromhos, since 
_ 0.003 


te = = 0.003 mho = 3000 micromhos. 


The scale of mutual-conductance tube testers is calibrated 
in micromhos. 

Tube testers usually provide tests for shorts, noise, and 
gas, in addition to the quality test. However, the inter- 
electrode capacitance is a factor not checked on standard 
tube testers. Interelectrode capacitances of tubes are im- 
portant, when tubes are used in high-frequency circuits. 
When tubes are replaced in a high-frequency circuit, the 
circuit may be detuned because the interelectrode capac- 
itances vary from tube to tube of the same type. It is 
not advisable, therefore, to replace a large number of 
tubes in a high-frequency circuit without checking their 
effect on the circuit, one tube at a time. In any compli- 
cated circuit it is bad practice to arbitrarily replace a 
large number of tubes. It is better to replace them either 
tube by tube or in small groups. 


Tube Tester I-177 


Tube tester I-177 is a transconductance tube tester 
used in the Navy as an individual unit or as a part of 
test set I-56-K. Figure 2-13 is a picture of the tube 
tester I-177 with the cover raised. Figure 2-14 is the 
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Figure 2-13.—Tube tester |-177. 


schematic diagram of this tube tester. The diagram as a 
whole looks complicated, but it is easily understood by 
considering one at a time the following individual circuit 
tests: (1) Line test, (2) short test, (8) noise test, (4) 
gas test, (5) rectifier test, and (6) quality test. 

The potentials for testing a tube are obtained by set- 
ting the controls on the upper panel of the tester. A chart 
listing the settings for each type of tube is supplied with 
the tube tester. The controls must be adjusted before the 
tube is inserted in the tube tester in order to prevent 
the tube from burning out. 

LINE TEST.—The line test is the first test made after a 
tube is inserted in the tester. Pushing the LINE TEST but- 
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Figure 2-14.—Schematic diagram of the tube tester |-177. 377951 O - 56 (Face p. 58) 
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Figure 2-15.—Simplified line-test circuit. 


ton connects the meter of the tube tester so that it indi- 
cates the B-supply voltage of the tester, as shown in fig- 
ure 2-15. The tester is so calibrated at the factory that 
the meter pointer is exactly at 1500 (near the center of 
the scale) when the voltage across the primary is 93 
volts. 

Tubes of different types draw different amounts of 
current when under test. The LINE ADJUSTMENT rheostat 
47, in series with the primary of the power transformer, 
is adjusted until the meter reads 1500. When the meter 
is adjusted to this point, the primary voltage of the trans- 
former is 93 volts, the value at which the instrument was 
designed to operate. 

Setting the LINE ADJUSTMENT control provides the cor- 
rect voltages to the instrument. A small automobile-type 
lamp, labeled 20 on the diagram, in series with the pri- 
mary of the transformer serves as a fuse to protect the 
entire instrument from excessive overload. It will burn 
out during an overload. 

SHORT TEST.—A simplified schematic diagram of the 
short-test and the noise-test circuits is shown in figure 
2-16. Turning the SHORT-TUBE TEST switch through posi- 
tions 1, 2, 3, 4, and 5 connects various pairs of tube elec- 
trodes in turn across the test terminals of the circuit. 
Tubes having shorts between elements complete a circuit 
that applies the a-c voltage across resistor 79 to the neon 
SHORTS lamp 19. This causes it to glow. There is an in- 
termittent flash of the neon lamp when the switch is 
turned. An intermittent flash may be caused also by an 
intermittent short in the tube under test. The noise test 
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is used to check for intermittent shorts or microphonic 
noise. 

NOISE TEST.—The circuit shown in figure 2-16 is used 
also for making a noise test of vacuum tubes. In testing 
for noise caused by intermittent shorts or a microphonic 
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Figure 2-16.—Simplified schematic diagram of the short-test and noise-test 
circuits. 


tube, the antenna and ground terminals of a radio re- 
ceiver are connected to the NOISE TEST jacks. Any inter- 
mittent short between tube electrodes permits the a-c 
voltage from the power transformer to be applied mo- 
mentarily to the neon lamp. The brief oscillation of the 
neon lamp contains radio frequencies that are reproduced 
as an audible signal in the receiver speaker. The tube 
under test should be tapped gently while testing for noise 
or intermittent shorts. 

GAS TEST.—The presence of gas in a vacuum tube is 
checked by means of the circuit shown in figure 2-17. A 


Figure 2-17.—Simplified gas-test circuit. 
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button marked “GAS NO. 1”? (not shown in figure 2-17) 
is first pressed. Pressing this button applies the proper 
amount of plate and grid voltages to the tube under test 
and causes a definite value of plate current to flow. Press- 
ing the button marked “GAS NO. 2” inserts the 180,000- 
ohm resistor 43 in the grid circuit. If gas is present in 
the tube, grid current flows as shown by the arrows in 
figure 2-17. The grid current caused by the gas develops 
a voltage across resistor 43. This reduces the normal bias 
and increases the plate current measured by the meter. 
A tube with a negligible amount of gas produces an in- 
crease in plate current of less than one scale division 
when “GAS NO. 2” button is pressed. An increase of more 
than a division indicates excessive gas in the tube. 
RECTIFIER TEST.—The circuit shown in figure 2-18 is 
used for making emission tests of full-wave rectifiers, 
diodes, and cold-cathode (OZ4) tubes. An a-c voltage is 
applied across the tube under test. The meter indicates 
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Figure 2-18.—Simplified rectifier-test circuit. 


the resultant rectified current. The two sections of a full- 
wave rectifier are tested separately. The button for test- 
ing OZ4 cold-cathode rectifier tubes provides a higher 
a-c voltage than is used for heater or filament-type recti- 
fiers. The button for diodes provides a lower voltage than 
for regular rectifiers and inserts a protective series re- 
sistance. 

QUALITY TEST FOR AMPLIFIER TUBES.—For the RED- 
GREEN quality test based on the dynamic mutual conduct- 
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ance, or for direct measurement of the dynamic mutual 
conductance, the proper d-c grid bias for the tube under 
test is supplied by the type-5Y3G rectifier tube (figure 
2-19). Setting potentiometer FR at the value called for 
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Figure 2-19.—Simplified quality-test circuit. 


on the test-data card adjusts the d-c bias to the correct 
value. 

An a-c voltage of 4.7 volts rms is obtained from a 
separate winding on the power transformer and is ap- 
plied in series with the grid bias. This voltage alternately 
swings the grid in positive and negative directions from 
the d-c bias, thereby producing the grid-voltage change 
AE, required for a dynamic mutual-conductance test. 

The plate voltage for the tube under test is supplied 
by the type-83 rectifier tube. The meter that measures 
the plate-current change AJ, is in the return circuit of 
the rectifier supply. A dual potentiometer L is shunted 
across the meter. Setting control L on the panel adjusts 
the shunt resistance so that the meter pointer gives an 
indication either in the GREEN section of the scale (if the 
tube is not defective) or in the RED section (if the tube is 
defective). The MICROMHOS switch places shunt resistors 
across the meter, as required for the three scale ranges. 
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Figure 2-20.—Simplified schematic diagram of meter circuit for quality test. 


For the quality test the meter is connected as shown 
in figure 2~20. When a fixed d-c bias EF is applied the tube 
has a fixed value of effective resistance. The full-wave 
rectifier conducts equally on adjacent half-cycles. The 
meter needle tends to deflect equally on each side of zero 
(center position) but cannot follow variations at the 
power-line frequency, hence remains at zero. 


When an a-c signal is applied in series with the d-c 
bias, the grid voltage swings alternately in a positive and 
then a negative direction. This increases and then de- 
creases the plate current at the power-line frequency in 
accordance with the grid signal. The voltage drops across 
the two sections of the resistor become unbalanced be- 
cause the plate currents during the two successive alter- 
nations are unequal. The deflecting force on the meter is 
thereby unbalanced and the indication is no longer zero. 
The meter indicates a value proportional to the increase 
in plate current. The calibration is in units of dynamic 
mutual conductance. 
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QUIZ 


What determines the value of series resistance of a voltmeter? 


How is the sensitivity of voltmeters expressed? 


8. How is the current-measuring capacity of a D’Arsonval meter 


12. 


13. 


movement extended? 


Why is an ordinary voltmeter undesirable for measuring volt- 
ages in high-impedance circuits? 


What are the two main advantages of a vacuum-tube volt- 
meter? 


What are the two types of tube testers in general use? 
What is the equation for transconductance? 


Pushing the line test button in the tube tester I-177 indicates 
what voltage? 


What is the function of the smat] automobile-type lamp in 
series with the primary of the transformer of the I-177 tube 
tester? 


Tubes having shorts between elements in the I-177 tube tester 
complete what circuit to cause the neon SHORTS lamp to glow? 


. Upon what function of a gassy tube is the indication dependent 


in the I-177 tube tester? 


In figure 2-20, for the quality tube test, if H is a steady d-c 
bias why will A indicate zero? 


If a 60-cycle a-c voltage is introduced in series with the bias 
voltage, E, in the quality tube test (figure 2-20) why will 
the meter indicate a reading? 
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CHAPTER 


TEST EQUIPMENT—ANALYSIS 
CATHODE-RAY OSCILLOSCOPE 
Cathode-Ray Tube 


The cathode-ray tube is a special type of vacuum tube 
in which a fast-moving stream of electrons is formed into 
a narrow beam and allowed to strike a chemically-treated 
screen. When the electrons strike the screen they cause 
the chemical coating to fluoresce or glow. The chief use 
of the cathode-ray tube is to provide a visual means of 
examining waveforms encountered in electric circuits. 
The beam electrons have very little inertia and may be 
deflected quickly. This permits fast amplitude changes of 
the order of a few millionths of a second. The cathode- 
ray tube is used to measure the amplitude and duration 
of waveforms at frequencies much higher than those 
which can be measured by any other type of indicating 
device. 

SIMPLE ELECTROSTATIC CATHODE-RAY TUBE.—A simple 
cathode-ray tube is shown in figure 3-1. This cathode-ray 
tube represents a very early step in the development of 
the more complex tubes in use today. The cathode is 
heated to a high temperature in order to emit electrons 
from its surface. Electrons have a negative charge. Since 
unlike charges attract, the electrons proceed toward the 
anode, which is at a high positive potential. Most of them 
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strike the anode and cause a current in the external cir- 

cuit. However, some electrons pass through the small 

opening in the anode and, without much loss in velocity, 

continue on to the screen where their impact causes a 

fluorescent spot. The electrons striking the screen travel 

at high velocity. This simple type of cathode-ray tube has 
little practical use today. 
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Figure 3-1.—Simple electrostatic cathode-ray tube. 


ELECTROSTATIC CATHODE-RAY TUBE.—The modern cath- 
ode-ray tube contains elements which permit the electron 
beam to be focused, deflected either vertically or hori- 
zontally, and changed in intensity. A cathode-ray tube 
with these elements is illustrated in figure 3-2. 

A small nickel cylinder comprises the cathode. Unlike 
the directly-heated type used in the simpler tubes, this 
cathode is indirectly heated and has an oxide coating. 
The oxide coating provides for the evaporation of a suf- 
ficient supply of electrons at a comparatively low tem- 
perature. The direction of the emission is limited to that 
end of the cathode facing the anodes because only that 
end has the oxide coating. The heater is noninductively 
wound in order to minimize the effect of its magnetic field 
on the electron beam. 

The heart of the cathode-ray tube is the ELECTRON GUN 
(figure 3-3) composed of the heater, cathode, control 
grid, first anode, and second anode. This unit is so called 
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because of its gun-like action in shooting a stream of elec- 
trons toward the screen. 

In early cathode-ray tubes there was little control of 
either the number or the direction of the electrons emitted 
by the filament. In modern tubes the number as well as 
the direction of the electrons is controlled by the cathode 
and its associated control grid. The control grid is cylin- 
drical in form and fits over the cathode. The end nearest 
the anodes contains a plate with a small hole in it. 
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Figure 3-2.—Cathode-ray tube with electrostatic reflection. 
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The control grid effectively controls the electron emis- 
sion from the cathode and at the same time forces the 
electrons into a narrow beam as they pass through the 
small hole in the end of the grid. If the grid is made very 
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negative with respect to the cathode, all the electrons are 
repelled back to the cathode and none of them strike the 
screen. 

The first anode is the focusing element of the electron 
gun. It concentrates the electrons and prevents them from 
scattering as they leave the control grid. Focusing is ac- 
complished by operating the first anode at a positive po- 
tential with respect to the control grid and the second 
anode at a still higher positive potential. The difference 
in potential between the two anodes creates an electric 
field between them. 


As the electrons emanate from the opening in the end 
of the control-grid cylinder, they are accelerated by the 
electric field between the first and second anodes. In- 
stead of colliding with the first anode, the electrons move 
at high speed in the direction of the longitudinal axis of 
the tube. By the time they leave the electron gun through 
the opening in the first anode, their velocity is such that 
they traverse the length of the tube beyond the gun and 
strike the fluorescent screen with an impact that causes 
it to glow. 

The greater the voltage across the first and second 
anodes, the greater the electrostatic field and the greater 
the velocity of the electrons traveling toward the screen. 
The focus control varies the voltage applied between the 
first and second anodes, establishing the correct polarity 
between them to produce a sharp clear spot on the screen. 
The intensity or brightness of the spot is controlled by 
varying the bias on the control grid with respect to the 
cathode. 

In order to produce a pattern on the screen the elec- 
tron beam must be deflected by two or more forces not 
acting in the same direction. In the electrostatic type, 
CRT, two sets of parallel plates mounted inside the tube 
at the outlet end of the electron gun provide a means of 
deflecting the beam horizontally and vertically. 
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An electron beam passing between two plates across 
which there is an electric field, is deflected toward the 
positive plate as indicated in figure 3-4. If the electrons 
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Figure 3-4.—Deflection of electron beam in an electrostatic field. 


were slow-moving as they enter the field, they would 
travel directly to the positive deflecting plate and never 
reach the fluorescent screen. However, if they are shot in- 
to the deflecting field with sufficient velocity, their paths 
are bent in the direction of the positive plate. However, 
their inertia prevents their striking the plate. 

The position of the spot for the condition of zero volt- 
age across the deflecting plates is indicated in figure 3-5, 
A. The arrangements of battery potentials shown in fig- 
ure 3-5, B, C, and D simplify the discussion. They do not 
necessarily represent a practical circuit. With the proper 
combination of voltages, the spot can be moved anywhere 
on the screen. If d-c voltages of the polarities indicated 
in figure 3-5, B, are applied simultaneously to both sets 
of deflecting plates, the spot moves to the position shown. 
Reversing the polarity of the voltage applied to the ver- 
tical deflecting plates moves the spot to the lower right 
portion of the screen (figure 3-5, C). In a similar man- 
ner the positions of the spot in figure 3-5, D and E, may 
be analyzed. 

The amount of deflection depends mainly on two things 
—(1) the amplitude of the voltage or voltages placed on 
the deflection plates and (2) the speed of the electrons 
in the beam. The deflection depends to some extent on the 
distance of the deflection plates from the screen. If the 
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plates are moved farther from the screen, the deflection 
is greater for a given voltage. Because the spacing of 
the deflection plates in a given tube is fixed and the speed 
of the electrons as they leave the electron gun is fixed for 
a given accelerating potential, the movement of the spot 
on the screen depends only on the voltage applied to the 
deflection plates. 

The amount that the electron beam is moved by a 
change of one volt across the deflection plates is called 
the DEFLECTION SENSITIVITY of the tube. For increased 
sensitivity the deflection plates are made longer so that 
the electrons remain in the electrostatic field for a longer 


Figure 3-5.—Basic method of deflection in an electrostatic cathode-ray tube. 


time. When the plates are lengthened, they are usually 
bent out toward the glass envelope. This bending of the 
plates is necessary to prevent the electron beam from 
striking the deflection plates at the condition of maximum 
deflection. 

An aquadag coating is used in most cathode-ray tubes. 
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The aquadag coating is a graphite compound. It is ap- 
plied to the inside of the glass envelope and connected 
to a high positive potential with respect to the cathode. 
As the electron beam strikes the fluorescent screen, elec- 
trons are knocked free from its surface. These electrons 
emitted from the fluorescent material are called SECOND- 
ARY ELECTRONS. These secondary electrons plus the cath- 
ode-ray electrons would soon make the screen highly 
negative with the result that the beam would be cut off. 
However, the positive aquadag coating attracts electrons 
to it. They are then returned to the power supply, thus 
eliminating the space-charge effect. Although it is posi- 
tive with respect to the cathode, the aquadag coating is 
usually at ground potential and the cathode is made nega- 
tive with respect to ground. The aquadag coating forms 
a shield to prevent external electric fields from disturbing 
the electron beam. 

The fluorescent material used for the screens of cath- 
ode-ray tubes varies depending on the color of light and 
the persistence desired. All fluorescent materials have 
some phosphorescence or afterglow. The persistence is 
the duration of the afterglow after the electron beam is 
removed. Tubes can be made to produce any color of light 
with long, medium, or short afterglow by the proper se- 
lection of the screen material. The use for which the 
tube is designed usually determines the color and per- 
sistence desired. 


Theory and Operation 


One of the most important pieces of test equipment 
used by the electronics technician is the cathode-ray oscil- 
loscope. Using an oscilloscope provides a visual means of 
examining the operation of different circuits. This is 
accomplished with a cathode-ray tube. 

APPLICATIONS OF THE OSCILLOSCOPE.—The oscilloscope 
is used to observe and to measure electrical quantities. 
It is the only method of observing and measuring wave- 
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Figure 3-6.—Block diagram of a cathode-ray oscilloscope. 


forms in certain pulsed equipment. The visual indication 
makes it easy to analyze conditions involving distortion, 
phase shift, ripple voltage, hum, and modulation. These 
are only a few of many possible applications. The oscil- 
loscope may be used to measure current and voltage 
changes that occur in intervals as short as a small frac- 
tion of a millionth of a second. A block diagram of a 
simple oscilloscope is shown in figure 3-6. 


Consider a cathode-ray oscilloscope whose vertical in- 
put is connected to a source of a-c voltage having a sine 
waveform. The screen presents a graph of this voltage 
similar to that shown in figure 3-7. The x-axis is the time 
base. The y-axis is a scale on which the instantaneous 
values of the voltage are plotted. To form a suitable time 
base a voltage of saw-tooth waveform is impressed on 
the horizontal defiection plates. This sweeps the electron 
beam from left to right across the screen at a constant 
rate of speed and ghen returns it quickly to the starting 
point at the left. In most cases the cycle is repeated with 
sufficient rapidity to form a continuous line. In the ab- 
sence of the a-c voltage on the vertical plates this line 
appears straight and in a horizontal position. It forms the 
time base and its length represents a definite time inter- 
val. The voltage applied to the horizontal plates is called 
the SWEEP VOLTAGE because of its sweeping action on the 


Y 


VOLTAGE 
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Figure 3-7.— Graph of sine-wave voltage plotted against time. 
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electron beam. The oscillator from which this voltage is 
derived is called the SWEEP GENERATOR. 

SWEEP GENERATOR.—A simple sweep generator is 
shown in figure 3-8, A. The output voltage of this sweep 
generator varies between fixed limits, increasing at a 
constant rate and decreasing at a much faster rate to 
produce the saw-tooth waveform in figure 3-8, B. 
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Figure 3-8.—Simple sweep generator. A, Schematic diagram; B, saw-tooth 
output voltage. 


When a relatively high d-c potential is applied to the 
input terminals, capacitor Cl or C2 charges at a rate 
determined by the capacitance and resistance of the cir- 
cuit. The neon bulb across the capacitor has no effect until 
the capacitor voltage rises to the critical ionization poten- 
tial of the neon gas. At that time the bulb glows and its 
resistance falls to a low value. This permits the rapid 
discharge of the capacitor through the low resistance 
path which the bulb provides. Simultaneously, the capac- 
itor voltage falls until the critical deionization potential 
is reached and the neon bulb stops glowing. The dis- 
charge path is thereby interrupted with the rapid rise 
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in the resistance of the neon bulb. The capacitor voltage 
begins to rise again and the cycle repeats. 

The successful operation of the sweep generator de- 
pends on the fact that the voltage required to ionize the 
neon bulb is higher than that required to deionize it. 
Variable resistor R1 is used to adjust the sweep genera- 
tor frequency within narrow limits. It is the fine fre- 
quency adjustment. Coarse frequency control is obtained 
with S1 by switching different values of capacitance into 
the circuit. In order to use the linear portion of the ca- 
pacitor charging voltage curve the input d-c voltage is 
made large with respect to the ionization potential of the 
neon bulb, as shown in figure 3-9. 


The capacitor discharge occurs during a brief interval 
called FLYBACK TIME. This is a very small part of the 
complete cycle, as shown in figure 3-9. The neon bulb 
sweep generator has disadvantages. The output frequency 
is not stable. Its range is limited because of the small 
difference between the ionization and deionization po- 
tentials. 

The most common type of saw-tooth generator used in 
the cathode-ray oscilloscope employs a thyratron triode 
discharge tube like the one shown in the circuit of figure 
3-10. An advantage of the thyratron over the neon buib 
is the grid influence which permits the use of a more 
linear portion of the capacitor charging curve. This is 
true because the grid increases the difference between the 
firing and extinction potentials. 

The sweep generator circuit in figure 3-10 is similar 
to the neon bulb type in figure 3-9. Switch S1 provides 
coarse frequency control and variable resistor R2 pro- 
vides fine control. Resistors R4 and R5 form a voltage 
divider between the B + terminal and ground. The grid 
bias for the thyratron is developed across resistor R4 and 
the plate supply voltage, across resistor R5. 

Capacitor C1 blocks any external d-c voltage from the 
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Figure 3-9.—Waveform of a édpacitor charging through a resistor. 
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Figure 3-10.—Thyratron sweep generator. 
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grid of the thyratron when an external synchronizing 
signal is used. Potentiometer R1 determines the amount 
of synchronizing voltage applied. 


If the frequency of the sweep generator is slightly dif- 
ferent from that of the signal, the pattern will drift 
slowly one way or the other across the screen. To stabi- 
lize the pattern, the frequency of the sweep generator is 
made equal to (or a submultiple of) the signal frequency. 
The sweep frequency is then controlled automatically by 
applying a portion of the signal voltage to the thyratron 
grid in a manner that makes the tube fire at a particu- 
lar voltage. The synchronizing process relies on the in- 
fluence which the grid exerts on the ionization of the 
tube. The frequency of the sweep generator varies with 
the ionization potential of the tube. The higher the po- 
tential, the lower the frequency, if the R-C time constant 
is not changed. 


The relation between the sweep generator voltage and 
a signal voltage of sine waveform shown in figure 3-11 
represents a condition in which the two frequencies are 
not quite the same. The sync signal lowers the thyratron 
grid bias and ionizes (fires) the tube. The sweep fre- 
quency is made equal to the signal frequency by injecting 
a portion of the signal frequency as a sync signal in series 
with the grid bias supply. When the signal voltage has a 
positive peak, the sync voltage also has a positive peak 
and the tube ionizes. This makes the period of the pat- 
tern and the period of the sweep equal. Thus, the signal 
pattern appears stationary on the screen. This is called 
SYNCHRONIZATION. 

When an oscilloscope is to be adjusted, first turn the 
synchronizing control to zero. Next, adjust the fine fre- 
quency control for maximum stability of the screen pat- 
tern. If the pattern still drifts on the screen, increase 
the sync voltage until a stable pattern is obtained. Dis- 
tortion results if too much sync voltage is used. 
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In the electrostatic cathode-ray tube, positioning of the 
pattern on the screen is accomplished by adjusting the 
d-c potentials on the horizontal and vertical deflection 
plates. In figure 3-6 the d-c potentials are adjusted with 
two potentiometers in a bridge circuit. Moving the tap 
on each potentiometer varies the potential applied to the 
deflection plates from negative to positive values through 
the zero reference established by grounding the midpoint 
of the bridge. With the position controls the pattern can 
be moved so that any portion can be seen on the most 
desirable part of the screen. 

HORIZONTAL AMPLIFIER.—The horizontal amplifier in 
the cathode-ray oscilloscope increases the amplitude of 
the saw-tooth voltage from the sweep generator before 
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Figure 3~11.—Synchronization of a sweep voltage. 


the saw-tooth voltage is applied to the horizontal deflec- 
tion plates. The horizontal amplifier must handle a wide 
range of frequencies to keep the sweep linear. 
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VERTICAL AMPLIFIER.—The vertical amplifier increases 
the amplitude of the signal applied to the vertical deflec- 
tion plates. It is a video amplifier with good frequency 
response ranging from a few cycles to many thousand 
cycles. In some oscilloscopes these amplifiers are reason- 
ably flat over a range from a few cycles to five or ten 
megacycles. 

Direct connections to the deflection plates usually are 
brought out to a terminal block or to pin jacks on the 
back of the oscilloscope. These connections can be used 
when the signal is of sufficient amplitude to be applied 
directly to the deflection plates without amplification. 

POWER SUPPLY.—The high-voltage power supply in the 
oscilloscope is usually of simple design and provides posi- 
tive potentials for the first and second anodes and the 
aquadag coating. The circuit of figure 8-12 shows two 
rectifier tubes connected to opposite ends of the power 
supply transformer secondary to furnish independent 
sources of d-c potential. Because of the low current re- 
quirements for the high voltage supply, a simple half- 
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Figure 3-12.—Oscilloscope power supply. 


719 


wave rectifier with R-C filter (shown in the upper por- 
tion of figure 3-12) is sufficient to provide the high volt- 
age to the first and second anodes and to the aquadag 
coating. 

The full-wave rectifier (lower portion of figure 3-12) 
supplies the relatively low d-c plate and screen potentials 
for the amplifier tubes. When very stable operation is 
required, the output of the low voltage power supply is 
regulated. The power supply transformer secondary wind- 
ing is arranged to furnish the high voltage d-c supply 
in series addition with half of the low voltage supply 
secondary. 

Notice that the high voltage power supply is inverted— 
that is, the positive side is grounded. The second anode 
is therefore at ground potential although at a very high 
positive potential with respect to the control grid and 
cathode, which are negative with respect to ground. Oper- 
ating the power supply in this manner prevents a strong 
field from being built up in the tube between the second 
anode and the deflection plates, which are operated at 
comparatively low potentials with respect to ground. It 
also makes possible the grounding of the aquadag coat- 
ing for shielding purposes. 

If two of the four deflection plates and the center of 
the positioning control bridge circuit are grounded, the 
small difference in potential between the grounded sec- 
ond anode and the deflection plates is not sufficient to 
defocus the beam. Grounding these points also prevents 
high voltage from appearing across the direct connected 
input terminals to the plates and eliminates the need for 

“high voltage insulation of the positioning control. 


OBL-3 Oscilloscope 
The essential circuits common to mcst cathode-ray os- 
cilloscopes have been reviewed in the preceding para- 


graphs. Now let us consider a particular type of Navy 
oscilloscope, the OBL-3, shown in figure 3-13. 
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Figure 3-13.—Model OBL-3 cathode-ray oscilloscope. 
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Some of the uses of the OBL-3 are—checking the per- 
formance of power supply filters, checking distortion in 
audio amplifiers, measuring modulation percentage, and 
comparing an unknown frequency with a known fre- 
quency. One advantage of the oscilloscope over other in- 
dication instruments is that the oscilloscope is not easily 
damaged. The different circuits described earlier in this 
chapter are used in the OBL-3. A schematic diagram of 
this equipment is shown in figure 3-14. 

The sweep generator, vertical and horizontal amplifiers, 
synchronization, and power supply of the OBL-3 are es- 
sentially the same as those previously described. Only 
the features not described earlier are discussed here. 


Signals applied to the vertical deflection plates may 
have a frequency of only a few cycles per second or many 
kilocycles per second. If it is desired to have only one 
cycle of the signal on the screen, the linear sweep must 
be able to cover the same frequencies as the signal input. 
Two controls affect the sweep frequency—swith 8102, the 
sweep frequency control, and the sweep vernier poten- 
tiometer R126. They correspond to the coarse and fine 
frequency controls described earlier in this chapter. 


Resistor R125 limits the maximum charging rate of 
the capacitor in the sweep generator. Resistors R121, 
R128, and R124 limit the peak current through the thy- 
ratron as the capacitors discharge. The saw-tooth voltage 
obtained from the sweep generator is coupled through 
switch $102 and capacitor C102 to the HOR GAIN control 
R102. R122 and C114 form a high frequency compen- 
sating network. The position of the horizontal gain con- 
trol determines the amplitude of the sweep voltage placed 
on the horizontal deflection plates and, therefore, con- 
trols the length of the sweep line seen on the screen of 
the cathode-ray tube. 

The locking control R120 determines the amount of 
sync voltage placed on the grid of the thyratron. Sync 
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Figure 3-14.—Schematic diagram of OBL-3 oscilloscop STHI8YO)2 $6: Face:p. 82} 


switch S101 selects the source of synchronization. When 
the switch is in the INT position, the sync voltage is sup- 
plied from the input signal to the vertical deflection plates. 
When the switch is on EXT SYNC, an external sync volt- 
age is fed to the sweep generator from terminals E105 
and E106. In the OFF position, no sync voltage is fed to 
the sweep generator. In the LINE position, the sync is ob- 
tained from the 60-cycle supply. 

In the OBL-3 the second anode is not grounded. In- 
stead it is placed at a positive potential with respect to 
ground. A voltage divider made up of resistors R134, 
R133, R132, R129, R130, and R131 is placed across the 
low voltage power supply. The different voltages needed 
for the amplifiers, centering controls, sweep generator, 
and second anode of the CRT are obtained from this volt- 
age divider. Bias for the thyratron, V103, is obtained 
from the voltage drop across R130 and R131. Resistor 
R131 is an internal adjustment for obtaining the proper 
amount of bias. 

None of the deflection plates in this equipment are 
grounded. On the rear panel of the OBL-3 are pin jacks 
for connecting directly to the deflection plates. No con- 
nection can be made between the LO terminals of J101 
and J102 and ground because this would short the beam 
control potential to ground. Similarly, the centering volt- 
ages would be shorted if either HI terminal were 
grounded. 


AUDIO OSCILLATORS 


Audio oscillators may be used to check the performance 
of audio amplifiers or to modulate radio-frequency gen- 
erators. There are two common types of audio oscillators 
used in the Navy. 

One type is the beat-frequency audio oscillator. In this 
equipment two oscillators are used, one fixed and the 
other variable in frequency. The outputs of the oscilla- 
tors are fed into a mixer. The difference frequency pro- 
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duced is the desired audio signal. This type of audio os- 
cillator requires very careful shielding to prevent the two 
oscillators from locking-in at the low audio frequencies. 
Locking-in refers to the tendency of the two to operate 
on the same frequency, as the frequency of the variable 
oscillator approaches the frequency of the fixed oscil- 
lator. 

The second type of audio oscillator is the resistance- 
capacity type. In this audio oscillator resistors and capac- 
itors are used to determine the frequency directly. This 
type of equipment is described in this chapter. 


LAJ-1 Audio Oscillator 

A typical audio oscillator used by electronics tech- 
nicians is the LAJ-1. The range of this equipment is 
from 20 to 20,000 cycles per second. A block diagram of 
the LAJ-1 is shown in figure 3-15. The complete equip- 
ment consists of an oscillator, amplifier, attenuator, and 
power supply. 

OSCILLATOR SECTION.—Figure 3-16 shows a simplified 
circuit of the oscillator section of the LAJ-1. The oscil- 
lator is basically a two-stage resistance coupled audio 
amplifier. Both negative and positive feedback are used 
in this circuit. A portion of the output of V102 is fed 
back to the cathode of V101 as negative feedback which 
increases the variation in current in the lamp in the cath- 
ode circuit to a greater extent than would exist without 
it. The effect of the unbypassed lamp resistance in the 
cathode circuit is that of negative feedback. 

Part of the output of the second stage also is fed back 
to the grid of V101 as positive feedback. The negative 
feedback tends to keep the tube from oscillating. The 
phase and amplitude of the negative feedback voltage ap- 
plied to the cathode of V101 remain constant. 

However, when the positive feedback is in phase with 
the voltage on the grid and is equal to, or slightly greater 
than, the negative feedback, the stage will oscillate. The 
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Figure 3-15.—Block diagram of the LAJ~—1 audio oscillator. 
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Figure 3-1 6.—Simplified epee diagram of the oscillator section in the 


oscillator frequency is determined by the resistance- 
capacity network in the grid circuit of V101. Only when 
the value of the resistance and capacity of the feedback 
network R,C, is equal to the resistance and capacity R.C, 
in the grid circuit, will the positive feedback be in phase 
and of sufficient amplitude to cause the tube to oscillate. 
If the feedback resistance and capacity are greater or 
smaller than the required value, there will be a phase 
shift of the positive feedback and it will not reenforce 
the voltage on the grid of V101. This connection insures 
that the system will oscillate only on the desired fre- 
quency. 

The lamp bulb in the cathode of V101 acts as an au- 
tomatic amplitude limiter. When the current flowing 
through the bulb increases, the resistance of the bulb in- 
creases and the negative feedback voltage increases. The 
increased negative feedback voltage lowers the amplifica- 
tion of the oscillator. If the current through the bulb de- 
creases, the resistance of the bulb decreases, the nega- 
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tive feedback voltage decreases, and the output of the 
oscillator increases. In the LAJ-1 the capacity in the 
feedback circuit and that in the grid circuit are ganged 
on a common shaft. With this arrangement the capacitors 
track across the band of frequencies for which the equip- 
ment is designed. Different frequency ranges are ob- 
tained by switching in different resistors. 


AMPLIFIER SECTION.—The amplifier section of the 
LAJ-1 is a conventional two-stage audio amplifier. A 
special winding on the output transformer is used to 
provide negative feedback to the first audio amplifier. 
The negative feedback reduces distortion in the amplifier. 
The power supply is a conventional fullwave power 
supply. 

ATTENUATOR.—The output of the amplifier is fed to an 
attenuator. The attenuator is used as an amplitude con- 
trol and keeps a constant load on the oscillator. The at- 
tenuator insures that the frequency will not change when 
the output amplitude is varied. 


R-F SIGNAL GENERATORS 


The output from a secondary frequency-standard or 
frequency meter is too small to serve as a tracing signal 
for general servicing work. The r-f signal generator is 
less accurate than a frequency standard but nevertheless 
is adequate for servicing work. This generator is used 
in servicing radio receivers, radar receivers, and other 
types of equipment where an external source of r-f volt- 
age is needed. Most signal generators have an r-f oscil- 
lator, a means of modulation, and an attenuator in the 
output. Many different types of signal generators are 
used in the Navy to cover the different frequency bands 
in which electronic equipment operates. In this chapter 
the model LP-5 radio frequency signal generator is de- 
scribed. 
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A pictorial diagram of the model LP-5 r-f signal gen- 
erator is shown in figure 3-17. The model LP-5 has a 
frequency range between 9.5 and 50,000 kilocycles. The 
accuracy of the equipment is within + 1 percent up to 
30,000 kilocycles and within +5 percent above 30,000 
kilocycles. The output voltage is variable between 0.5 
microvolt and 0.1 volt. Also a fixed output of 1 volt is 
available. 
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Figure 3-18.—Block diagram of the LP-5. 


The LP-5 consists of a carrier oscillator, separator 
circuit, carrier vacuum-tube voltmeter, modulation oscil- 
lator, attenuator, and power supply. Figure 3-18 is a 
block diagram of the LP-5. 

CARRIER OSCILLATOR.—A carrier oscillator generates 
the r-f voltage at the frequency determined by the tun- 
ing capacitor and the coil selected by the range switch. 
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The shape of the tuning capacitor rotor plates is espe- 
cially designed so that the frequency scale is linear. A 
large value of tuning capacity is used in the oscillator. 
Because the tuning capacitor is large, the wiring and 
tube capacities make up only a small part of the total 
capacity. This makes realignment unnecessary when the 
oscillator tube is replaced. The r-f voltage output of the 
carrier oscillator may be varied by adjusting the carrier 
control. This control is a potentiometer which varies the 
plate voltage of the oscillator. 

SEPARATOR CIRCUIT.—The separator is an amplifier be- 
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Figure 3-19,—Schematic diagram of the separator circuit. 


tween the carrier oscillator and the attenuator. A sche- 
matic diagram of the separator circuit is shown in figure 
3-19. The separator acts as a buffer stage and has two 
uses—(1) it stabilizes the carrier oscillator by isolating 
it from the attenuator, or load, and makes the oscillator 
frequency independent of both the setting of the attenu- 
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Figure 3-20.—Schematic diagram of the modulation oscillator. 


ator controls and also of the load to which the generator 
is connected and (2) it provides a means of impressing 
modulation on the r-f signal. In figure 3-19 notice that 
the r-f signal and the modulating signal are impressed 
on the control grid of V102. The output of V102 is the 
r-f signal modulated with a 1000-cycle signal when switch 
S106 is in the INTERNAL position. 

MODULATION OSCILLATOR.—A schematic of the modula- 
tion oscillator is shown in figure 3-20. The oscillator uses 
a modified Hartley circuit with an output of 1000 cycles. 
The output amplitude of the oscillator is varied by the 
modulation control R139. The modulation control deter- 
mines the amount of modulation voltage applied to the 
separator tube. Any amount of modulation up to 50 per- 
cent can be obtained by adjusting this control. 

Modulation percentage is measured by the modulation 
vacuum-tube voltmeter on the front panel. When the mod- 
ulation switch $106 is in the EXTERNAL or the OFF posi- 
tion, the plate voltage of the modulation oscillator is re- 
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moved. A dummy load, resistor R138, is placed in the 
circuit to keep a constant load on the power supply when 
the modulation oscillator tube is out of the circuit. This 
prevents a shift in frequency due to a reduced load on 
the power supply. 

VACUUM-TUBE VOLTMETER.—The vacuum-tube volt- 
meter is used to measure either the percent of modula- 
tion placed on the r-f carrier or the amplitude of the r-f 
carrier. The position of the METER READS switch on the 
front panel determines which circuit the meter is in. A 
schematic diagram of the carrier vacuum-tube voltmeter 
and also of the modulation vacuum-tube voltmeter is 
shown in figure 3-21. 

The carrier vacuum-tube voltmeter is connected across 
the input of the attenuator circuit. When a carrier signal 
of 1 volt is placed across the attenuator, the meter reads 
half-scale. 

ATTENUATOR AND MULTIPLIER.—The attenuator and the 
multiplier are calibrated directly in microvolts. Because 
the attenuator is a ratio device, a means is needed to 
measure the input to the attenuator. The carrier control 
is used to adjust the output of the carrier oscillator until 
the required 1 volt is measured by the carrier vacuum- 
tube voltmeter. A type—-995 acorn tube is used in the lat- 
ter circuit. The low input capacity of this tube assures 
that the calibration is accurate over all the frequencies 
covered by the LP-5 signal generator. 

Rheostat R129 provides the bias needed to adjust the 
steady component of plate current in V103 and balance 
the circuit. This control must be adjusted from time to 
time to compensate for changes in the characteristics of 
V103. Another rheostat R130 shunts the meter and is set 
to give half-scale deflection of the meter with 1 volt ap- 
plied to the attenuator. Rheostat R130 is adjusted only 
when the voltmeter tube is replaced. 

The modulation vacuum-tube voltmeter is used to meas- 
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Figure 3-21.—Schematie diagram of the carrier and modulation vacuum-tube 
voltmeter circuits. 


ure the amount of modulating voltage placed on the grid 
of the separator tube. The percentage of modulation is 
determined by the modulation potentiometer R139 shown 
in figure 3-19. A full-wave rectifier is used in the volt- 
meter circuit to prevent distortion of the modulation sig- 
nal. The modulation voltmeter will measure either ex- 
ternal or internal modulation depending on the position 
of the modulation selector switch. The same meter is used 
in the modulation voltmeter and the carrier voltmeter. 
The METER-READS SWITCH places the meter in the desired 
circuit. 

The attenuator controls the amplitude of the signal con- 
nected to the output jack. The output voltage is continu- 
ously variable from zero to 100,000 microvolts. With a 1- 
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Figure 3-22.—Pictorial diagram of an absorption wavemeter. 


volt signal across the input of the attenuator, the output 
voltage is read directly from the multiplier and microvolts 
scales. The lowest calibrated output voltage obtainable 
is 0.5 microvolt. 

An output cable with a characteristic impedance of 90 
ohms is supplied. At frequencies above 5 megacycles the 
cable begins to act as a transmission line. If the cable is 
not properly terminated, there will be serious errors in 
the output voltage. 

A filter system is used to keep the r-f voltage out of 
the external modulation circuits and the cable connected 
to the power unit. This filter prevents undesired signals 
from being radiated and picked up by a receiver under 
test. 
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FREQUENCY MEASUREMENT 


Absorption Wavemeter 


Frequency can be measured with a resonant-tank cir- 
cuit. The resonant circuit is made variable and has a 
calibrated dial. The indicating device usually is a lamp or 
meter. At high frequencies the resonant circuit may be 
lecher wires, coaxial stubs, butterfly circuits, or tuned 
cavities. Frequency meters of this type are known as AB- 
SORPTION WAVEMETERS. 

The absorption wavemeter absorbs energy when 
brought near a source of r-f energy. Figure 3-22 shows 
an absorption wavemeter. Resonance is ordinarily indi- 
cated by maximum brilliance of the lamp bulb. When the 
wavemeter is used to measure the frequency of an r-f 
oscillator, the oscillator grid meter shows a dip as the 
wavemeter is tuned through resonance. 

Wavemeters cannot be used for accurate frequency 
measurements because they tend to change the frequency 
of self-excited oscillators to which they are coupled. Wave- 
meters are not very sensitive instruments. They are often 
used in connection with more sensitive frequency meas- 
uring instruments to make certain that the fundamental, 
not a harmonic is being measured. 


Figure 3-23.—Pictorial diagram of the LM-—18 frequency meter. 
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For accurate frequency measurements, oscillating fre- 
quency standards are used. These instruments are similar 
to signal generators, but are more stable and accurate. 
However, they have a lower output than a signal genera- 
tor. The frequency meter is used to measure frequency 
and to tune transmitters and receivers to the desired 
frequency. At frequent intervals a frequency meter must 
be compared to the primary frequency standard trans- 
missions of radio station WWV or WWVH. This check 
insures that the comparison crystal in the frequency 
meter is still reliable. 


LM-18 Heterodyne Frequency Meter 


A frequency meter used extensively on small craft, one 
of the LM series, is shown in figure 3-23. Several models 
of this meter have been built. These models are similar 
except for the power supply and some minor mechanical 
differences. The LM-18 frequency meter covers the band 
of frequencies from 125 to 20,000 kilocycles. This equip- 
ment has accuracies within 0.02 percent in the 125 to 2000 
kilocycle band and within 0.01 percent in the 2000 to 
20,000 kilocycle band. 


Two oscillators are used in the LM-18—a crystal os- 
cillator and a heterodyne oscillator. The crystal oscillator 
is used to calibrate the heterodyne oscillator at several 
different points over the entire band covered by the fre- 
quency meter. The LM-18 also contains a detector, audio 
amplifier, and modulator. 

The fundamental frequency of the crystal oscillator is 
1000 kilocycles. However, the oscillator output has a high 
harmonic content. A small capacitor is placed across the 
crystal so that, if the crystal frequency changes, an ad- 
justment can be made to keep the crystal frequency close 
to 1000 kilocycles. Most of the frequency-determining 
components, including the crystal, are hermetically sealed 
to keep out moisture and dirt. 
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Figure 3-24.—Block diagram of LM-18 frequency meter when calibrating the heterodyne oscillator. 


The band of frequencies measured by the LM-18 is 
covered in two ranges. The heterodyne oscillator has two 
continuously variable ranges that may be selected by the 
frequency band switch. In the LOW position a fun- 
damental range of 125 to 250 kilocycles is used. By cali- 
brating the first, second, fourth, and eighth harmonics 
of this range, continuous coverage from 125 to 2000 kilo- 
cycles is obtained. In the HIGH position of the switch 
the fundamental range of 2000 to 4000 kilocycles is cali- 
brated over the first, second, fourth, and part of the fifth 
harmonic to provide continuous coverage through the 
range of 2000 to 20,000 kilocycles. 

The LM-18 frequency meter can be used to tune trans- 
mitters and receivers (both c-w and m-c-w) and to meas- 
ure the frequency of a received signal. Figure 3-24 shows 
a block diagram of the frequency meter when it is used 
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Figure 3-25.—Block diagram of the LM-18 frequency meter when tuning a 
transmitter or a receiver. 


to compare the heterodyne oscillator with the crystal os- 
cillator. 

The output of the heterodyne oscillator is coupled to 
the grid cf V102. Tube V102 is used as a crystal oscilla- 
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tor and mixer. The two oscillator frequencies beat to- 
gether and the difference frequency is developed across 
choke L104. An audio amplifier, V103, amplifies the beat 
note and supplies it to a set of headphones. If a beat 
note is heard, the corrector C102 is adjusted until a zero 
beat is obtained. The heterodyne oscillator is connected 
to the crystal checkpoint nearest the frequency to be 
measured as shown in the calibration book. During the 
calibration procedure, r-f coupling control R106 is 
grounded by a section of 5104 to prevent interference 
from external r-f signals. 

Figure 3-25 is a block diagram of the LM-18 frequency 
meter when it is used to tune a receiver or a transmitter 
to a given frequency. The modulation and crystal switches 
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Figure 3-26.—Tuning an m-c-w receiver with the LM-18 frequency meter. 


are in the OFF position for this operation. When tuning 
a receiver the heterodyne oscillator output is coupled 
through capacitors C105, C106, and potentiometer R106 
to the receiver. The beat-frequency oscillator of the re- 
ceiver is turned on and the receiver is tuned until a 
zero beat is heard in the output of the receiver. 

When a transmitter is tuned, a portion of the trans- 
mitter oscillator signal is coupled into the frequency 
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meter through R106 and C106 to the mixer tube V102. 
This signal from the transmitter is mixed with the out- 
put of the heterodyne oscillator. The difference frequency 
is developed across L104 and amplified by V103. The 
output of V103 may be fed to a phone jack on the front 
of the transmitter for convenience because the trans- 
mitter usually is located at a distance from the frequency 
meter. A zero beat is heard when the transmitter fre- 
quency is the same as the frequency of the heterodyne 
oscillator. 


Figure 3-26 shows a block diagram of the LM-18 fre- 
quency meter when it is used to tune an m-c-w receiver. 
The modulation switch is ON and the crystal switch is 
OFF. In this arrangement, the crystal oscillator-mixer is 
not used in the circuit. When the modulation switch is ON, 
the audio amplifier V103 becomes a 500-cycle audio os- 
cillator. The output of the audio oscillator is fed to the 
suppressor grid of the heterodyne oscillator where it 
modulates the r-f signals generated by this tube. The out- 
put is fed to the m-c-w receiver. No zero beat is heard. 
Instead, the receiver is tuned for maximum output of 
the 500-cycle modulating signal. The r-f coupling control 
R106 is adjusted for the amount of frequency meter out- 
put signal needed. 

The power supply is a separate unit. This unit sup- 
plies the a-c needed for the tube filaments and a high d-c 
plate voltage. The plate voltage is regulated so that the 
output frequency is stable regardless of variations of the 
line voltage to the power supply. 


SIGNAL STRENGTH MEASUREMENTS 


The field-intensity meter is basically a portable radio 
receiver with a meter attached to indicate the strengtn 
of a received signal. A field-intensity meter is useful (1) 
for locating sources of radiated signals that violate radio 
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Figure 3-27.—Pictorial diagram of OF-2 interference locating equipment. 


silence, (2) for locating the source of signals which in- 
terfere with radio receiving equipment, (3) for checking 
the effectiveness of measures for eliminating interference, 
and (4) for adjusting directional antenna arrays. 


The field-intensity meter is tuned to the frequency of 
the interfering signal. Earphones are used to identify the 
signal. The meter indicates the strength of the signal re- 
ceived. To locate interference aboard ship, it is usually 
necessary to inspeet all rotating machinery on the ship. 
A good check is to start and stop.the machine suspected 
of causing the interference to see whether the signal dis- 
appears. Occasionally radar equipment can cause inter- 
ference in lower frequency bands. Electric razors and 
automatic ignition systems cause difficulties in radio re- 
ception. Also the interference generated by such devices 
might be picked up by a sensitive direction finder on an 
enemy plane or submarine and thereby reveal the posi- 
tion of the ship. 
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Model OF-2 Interference Locating Equipment 


The model OF-2 radio interference locator and field 
strength meter is designed to measure small radio-fre- 
quency voltages. A pictorial diagram of the OF-2 is shown 
in figure 3-27. This equipment may be used as a voltmeter 
to measure the strength of the signal emitted from a 
radio transmitter or rotating machine. 

The OF-2 can be used to measure signals from 2.5 to 
100,000 microvolts. All the scales except the range from 
2.5 to 25 microvolts can be read directly. The full-scale 
reading of the OF-2 is 1000 microvolts. However, a radio 
frequency attenuator is provided in the input circuit to 
extend the full-scale range to 10,000 microvolts or to 100,- 
000 microvolts. 

A collapsible whip antenna with an effective electrical 
length of one meter is used with the OF-2. When the 
antenna is fully extended and the meter calibrated, the 
reading is in microvolts per meter. 

The OF-2 is a conventional superheterodyne receiver 
with the addition of a noise generator and meter cir- 
cuits. A block diagram of the OF-2 field-intensity meter 
is shown in figure 3-28. The shot-noise generator is em- 
ployed for calibration purposes. The output of the noise 
generator is known. The unknown signal is measured by 
comparison with the noise signal. The gain of the first 
and second i-f amplifiers is controlled by a-v-c voltage. 
Two diodes are used in the second detector. One of the 
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diodes is used to obtain an audio signal that is amplified 
and made to drive a set of headphones. The other diode 
rectifies part of the signal and supplies a-v-c voltage. The 
a-v-c voltage is supplied to a d-c amplifier with a meter in 
the plate circuit. 

A meter on the front panel measures the rectified a-v-c 
voltage. Because the a-v-c voltage is proportional to the 
input signal, the meter indirectly measures. signal 
strength. 

The necessary voltages used in the OF-2 are supplied 
entirely by batteries. No rectifiers or power transform- 
ers are needed. By means of the selector switch on the 
front panel the plate voltage and filament voltage can be 
measured. 
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QUIZ 


. What is the chief use of the cathode-ray tube? 


What elements make up the electron gun of a cathode-ray 
tube? 


How is a pattern produced on the screen of an electrostatic 
cathode-ray tube? 


What is the deflection sensitivity of a cathode-ray tube? 


5. What is the main purpose of the aquadag coating on the inside 


of the glass envelope of a cathode-ray tube? 


What are the disadvantages of the neon bulb sweep generator? 


. Name two types of audio oscillators used in signal generators. 


In figure 3-16 what is the purpose of the lamp in the cathode 
circuit of V101? 


What characteristics distinguish an oscillating frequency meter 
from a signal generator? 


. Which of the two oscillators in the LM-18 frequency meter 


possesses the greater degree of stability? 


. Why is a frequency meter compared frequently with a primary 


frequency standard? 


What are the essential components of a field-intensity meter? 


. What are some of the uses of a field-intensity meter? 


What is the range of r-f voltage measurement of the model 
OF-2 interference locating equipment? 
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LOW- AND MEDIUM-FREQUENCY 
RADIO TRANSMITTERS 


OPERATIONAL USES 


Several factors must be considered when a certain fre- 
quency is to be selected for use during an operation. The 
Electronics Technician does not have anything to say 
about the choice of frequencies but a knowledge of some 
of the factors that determine their choice is desirable. 

The very-low-frequency band from 10 to 30 kilocycles 
is not covered by shipboard transmitters. The antenna 
needed for such a low frequency could not be erected 
aboard a ship. However, there are some v-]-f stations on 
shore. One of the frequencies of the Primary Fleet Broad- 
cast, NSS, is in the very-low-frequency band. Powerful 
v-l-f stations with their huge antennas are capable of 
transmitting signals through magnetic storms that blank 
out the higher radio frequency channels. 

The low-frequency band from 30 to 300 ke is used 
mostly for long-range direction finding. This band pro- 
vides a means of reliable medium and long ranze com- 
munication. It is possible to produce useful amounts of 
radiation in this band with antennas aboard ship. The 
frequencies in the low frequency band do not depend on 
sky waves and provide stable communications with little 
variation from season to season. 

The area covered by the medium frequency band, from 
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300 to 3,000 kc, depends on the ground wave. Sky-wave 
reception of medium frequency waves is also possible. At 
the upper end of this band the ionosphere has a great 
effect on the sky waves. Relatively large distances can 
be obtained by using this band, if the correct frequency 
is used at the correct time. The international distress 
frequency, 500 kilocycles, is located in this band. Com- 
mercial broadcast stations as well as Navy stations oper- 
ate in this band. 


Another band used by the Navy is the high frequency 
band. This band contains the frequencies between 3 and 
30 megacycles. The sky wave is increasingly important 
fa this band, if long range communication is to be ob- 
tained. Propagation characteristics of waves in the high 
frequency band change with the time of day and the sea- 
son. The choice of frequency depends on many variables 
im the ionosphere. For long range ship-to-ship and ship- 
to-shore communications either the high-frequency band 
or the upper part of the medium-frequency band is se- 
lected depending mostly on the time of day. Transmit- 
ters such as the TBM, TBL, TBK, and TDE cover part 
of the medium-frequency and most of the high-frequency 
bands. The TBL and TDE also cover a portion of the low- 
frequency band. 


A few of the more important features that must be 
incorporated in every Navy transmitter are excellent fre- 
quency stability, ruggedness, long life, flexibility of opera- 
tion, standard remote control operation, ease of tuning, 
and efficiency. Individual transmitters often have several 
modifications. The main differences in corresponding 
models are usually found in the power supplies or in 
some minor mechanical or electrical changes. Navy equip- 
ment is somewhat different from corresponding commer- 
cial equipment. Some of the differences may seem of lit- 
tle significance, but over a period of years the equipment 
designed for naval use has proved superior. 
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MODULATION IN NAVY L-F AND M-F TRANSMITTERS 


Types of Modulation 


The simplest way of sending messages with a radio 
transmitter is by interrupting the carrier with a key to 
form dots and dashes. A system that uses a code with 
dots, dashes, or a combination of both to form letters is 
called CONTINUOUS-WAVE (c-w) TRANSMISSION. This was 
the first type of modulation ever used and it still is used 
quite extensively today. Some of the advantages of c-w 
transmission are narrow bandwidth, high intelligibility 
even under severe noise conditions, and security since the 
message may be encrypted. 


Several methods of automatic c-w transmission have 
been developed. Automatic transmission can be obtained 
by having a punched or inked tape key the transmitter. 
The automatic keying of transmitters with tapes is desir- 
able where large volumes of transmissions are handled 
such as at a communications center. On the receiving end, 
when brief high-speed transmissions are received, the 
output of the receiver can be used to ink or punch an- 
other tape which may be transcribed later at a slower 
speed. 

Although automatic transmission has the advantage of 
speed, most radiotelegraph messages are sent by a hand 
key at relatively slow speeds. These messages are re- 
ceived aurally by the operator and transcribed with a 
typewriter. 

A system of automatic transmission and reception that 
is becoming increasingly important is teletype. The tele- 
typewriter looks somewhat like a standard typewriter. A 
teletypewriter is used at the transmitting end and a simi- 
lar machine at the receiving end. An advantage of this 
method is that at both the sending and receiving stations 
a permanent record of the message is made. Greater 
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speeds are obtained with unskilled radio operators be- 
cause only a knowledge of typewriting is needed. 

Modulated-continuous-wave transmission (m-c-w), a 
system similar to c-w, makes use of an audio signal of 
about 800 cycles per second impressed on the carrier. 
M-c-w is used with ]-f transmitters because most I-f re- 
ceivers are not equipped with a beat frequency oscillator. 
This system of modulation is not used very extensively 
today. A modified m-c-w system is used for the transmis- 
sion of certain types of radio teletype signals. 

The type of modulation familiar to most people is am- 
plitude modulation (a-m). Where rapid communication is 
needed, voice transmissions are used. The intelligence in 
a-m systems is impressed on the r-f carrier by varying the 
amplitude of the carrier. Some of the uses of a-m are com- 
munication with shore fire control parties, maneuvering 
messages, and tactical messages. Voice transmissions are 
important because the operator does not have to be 
familiar with the telegraph code. 

Long range communications are usually accomplished 
with c-w transmissions. Relatively short range communi- 
cations, such as ship-to-ship and ship-to-shore communi- 
cations, are obtained by voice transmissions. 


Teletype 


Teletype replaces the operator for changing the plain 
language into code and the code into plain language. To 
transmit a message with teletype the operator presses 
keys on a keyboard similar to a standard typewriter. 
As each key is pressed, mechanical cams and linkages 
cause a sequence of mark and space signals to be cut ona 
tape. The signal on the tape activates the transmitter at 
speeds set up independently by the operator. 

At the receiving end the received signal sequence ac- 
tuates selector magnets in a similar machine that causes 
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the character transmitted to be printed on a paper and 
the carriage to be advanced one space. At the end of each 
line a special sequence of impulses causes the paper to 
be advanced one line. 

In the teletype code each character consists of five im- 
pulses composed of MARKS and SPACES. Each group of five 
impulses is preceded by a start impulse and followed by 
a stop impulse to ensure synchronism between all the 
stations on a circuit. The sequence of impulses can be 
used to key a transmitter through suitable convertors. A 
photograph of a model-15 teletypewriter is shown in fig- 
ure 4-1, 
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Figure 4-1.—Model-15 teletypewriter, 
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On-OFf Keying 


The easiest way of transmitting teletype impulses is 
on-off keying. On-off keying consists of having a period 
of emission from the transmitter representing the “mark” 
condition and a period of no emission representing the 
“space” condition. This is somewhat similar to keying 
the transmitter by hand. The main advantage of on-off 
keying is that the equipment needed is readily available. 
However, it has several disadvantages. The most serious 
disadvantage is the fact that the automatic gain con- 
trol of the receiver cannot be used to compensate for 
fading because the carrier is turned off and on. 


Frequency Shift Keying 


The disadvantages of on-off keying are overcome by 
the use of frequency-shift keying (FSK). The main ad- 
vantage of frequency-shift keying is its ability to provide 
a useful signal under severe fading and high noise levels. 
This results in greater stability and lower distortion than 
in the on-off system. 

Frequency-shift keying is obtained by shifting the fre- 
quency of a transmitter above and below an imaginary 
“center frequency.” One frequency corresponds to the 
“mark” condition and the other is the “space.”’ The car- 
rier shift is very small compared to the frequency of the 
carrier, usually 850 cycles total. Since this is true, ex- 
cellent frequency stabilization is necessary at both the 
transmitter and the receiver if successful communica- 
tion is to be achieved. This is the most serious disad- 
vantage of FSK. The problem of frequency stability of 
the center frequency becomes increasingly magnified as 
the frequency is increased. 


Two-tone Keying 


A scheme that dispenses with the need for excellent 
frequency stability is two-tone keying. Whereas FSK is 
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sensitive to frequency variations, amplitude-modulated 
circuits are relatively insensitive to minor frequency 
changes. Thus a slight mistuning of a receiver may re- 
sult only in a reduction of signal strength. Two-tone key- 
ing is used in systems where many teletype machines 
operate on a single frequency. 

In two-tone keying, a carrier is amplitude-modulated 
with two audio tones. Usually a 500-cycle tone is used for 
a space and a 700-cycle tone for a mark. Two-tone key- 
ing makes use of the advantages of both on-off and fre- 
quency-shift keying. 


FREQUENCY STABILITY 


One of the major problems encountered with a trans- 
mitter is frequency drift. The frequency of a transmit- 
ter should be stable enough to avoid wandering into an- 
other band and to permit a receiver to stay on the trans- 
mitter frequency. However, the master oscillator in a 
transmitter tends to change frequency when it is be- 
ing warmed up, when it suffers vibration or shocks, and 
when it is loaded heavily. 

The frequency of a transmitter can be stabilized by 
the use of a crystal oscillator. However, this arrange- 
ment would require a large number of crystals to cover 
the many frequency channels used by the Navy. A more 
flexible means of obtaining stability is to control the 
frequency of a transmitter with a variable master os- 
cillator. 

Most of the frequeney drift in a variable master os- 
cillator is due to change in the size of the coils and ca- 
pacitors and changes in the oscillator tube characteristics 
as they come up to operating temperature. Placing the 
frequency-determining components of the oscillator in a 
temperature-controlled oven eliminates this drift. To in- 
sure further stability the oscillator is loaded very lightly 
and isolated by a buffer stage. 
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The frequency of the master oscillator can be affected 
also by vibration and sudden shocks. In some transmit- 
ters all of the oscillator elements are mounted in a sin- 
gle oseillator unit. The oscillator unit is then suspended 
on springs and snubbed by sponge rubber cushions to 
keep the shock and vibrations reaching the oscillator 
unit at a minimum. 

Frequency stability becomes important when a trans- 
mitter uses frequency multiplier stages because any drift 
in the oscillator frequency will be multiplied in these 
stages. For example, if the output frequency is eight 
times the oscillator frequency, any drift of the oscillator 
will be multiplied by eight. 

A typical means of insuring frequency stability is the 
temperature-control circuit of the master oscillator in 
the TBK transmitter. A photograph of the oscillator is 
shown in figure 4-2. All of the frequency-determining 
components except the master oscillator tube are mounted 
in a temperature-controlled oven. The circuit components 
including the wiring are rigidly mounted in the master 
oscillator unit. The complete unit is suspended in coil 
springs to prevent vibrations and sudden shocks from 
affecting the master oscillator. 


Temperature-Controlled Oven 


Figure 4-3 is a schematic diagram of the temperature- 
control circuit. When the circuit is first energized, the 
temperature in the oven will be lower than the operat- 
ing temperature of the oven. As long as the tempera- 
ture is below 60.5°C, the mercury in thermostat S13 will 
be below two platinum wires which extend into the ther- 
mostat. In this condition resistor R50 will be in series 
with the thermostat relay K20A and the relay will not 
draw sufficient current to close. 

With the thermostat relay deenergized the heating 
elements R26 draw current and heat the oven. When 
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Figure 4-2.—TBK master oscillator. 
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Figure 4-3.—Schematic diagram of the temperature-control circuit. 
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the mercury column in the thermostat rises enough to 
short out the contacts inside the thermostat, resistor R50 
is bypassed and the thermostat relay is energized. This 
causes its contact K20B to open and deenergize the heat- 
ing elements. When the temperature in the oven drops, 
the mercury column falls below the platinum contacts 
and allows the thermostat relay to open. When the ther- 
mostat relay opens, its contact K20B closes. This en- 
ergizes the heating elements again and the cycle repeats. 

A Westinghouse watchman S11, which is a thermo- 
static switch, is placed in the circuit to insure that the 
heat inside the oven will not become excessive in case 
the thermostat or thermostat relay fail to function. The 
blower motor circulates the air in the oven to keep all 
the components at an even temperature. 

The circuit just described is somewhat elaborate. Not 
all Navy transmitters use all of these refinements but 
every transmitter has some means of insuring frequency 
stability. 


Master Oscillators 


The majority of master oscillator circuits in low and 
medium frequency Navy transmitters are electron-cou- 
pled oscillators because of their stability. 

The frequency of an oscillator is varied by either a 
variable capacitor or a variable inductance. Different 
frequency ranges are obtained by using a tapped oscilla- 
tor coil or by switching in various values of capacity. 
Sometimes both methods are used together. Usually the 
frequency of the oscillator is doubled in the plate circuit. 
With this arrangement any energy fed back to the grid 
circuit is twice the frequency of the energy in the grid 
circuit and does not affect the stability of the oscillator. 

A schematic diagram of the master oscillator used in 
the TBK transmitter is shown in figure 4—4. This oscil- 
lator is typical of the circuits used in most of the Navy’s 
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Figure 4-4.—Schematic diagram of the TBK master oscillator. 
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low and medium frequency transmitters. An electron- 
coupled oscillator is used as the master oscillator. The 
range switch S1 selects different values of inductance 
and capacity for different ranges of the oscillator. The 
frequency is varied, within the range selected, by a cop- 
per slug that is moved in or out of inductor L1. When 
the tube and parts age or are replaced, small changes in 
capacity may occur. 

The oscillator dial is calibrated directly in frequency 
and any change in the capacity will cause the calibra- 
tion to be in error. Capacitor C61 is used to compensate 
for these small changes and to make the oscillator track 
with the dial readings. This is a screw-driver adjustment. 

Capacitor C62 is a special device that changes ca- 
pacity when the oscillator is keyed. It compensates for 
the change in the tube interelectrode capacity when the 
oscillator is keyed. This change is caused by the heating 
of the tube elements. One plate of the capacitor is a 
bimetallic strip heated by transformer T3 during the 
time the oscillator is keyed. The bending of the bimetallic 
strip changes the capacity of C62. This compensates for 
the change in interelectrode capacity. Capacitor C13 cou- 
ples the oscillator output to the doubler tank. It is ad- 
justed to provide sufficient coupling over the entire band 
covered by the transmitter. 

The oscillator is keyed by grounding the center tap of 
the filament transformer through relay contacts K1C. 
The R-C combination of R4 and C45 is a click filter 
that reduces arcing across the keying contacts. Inductor 
L16 is a thump filter. The click and thump filters reduce 
interference in nearby receivers by modifying the begin- 
ning and the end of each keying waveform. 


TRANSMITTER CONTROL CIRCUITS 


The transmitters installed aboard ships and on shore 
stations are normally controlled at a point some dis- 
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tance away from the transmitter room. If the transmitter 
is to be keyed and turned on or off at a remote posi- 
tion, some circuit is needed to perform these functions. 

A control circuit of a transmitter is shown in figure 
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Figure 4-5.—TBL control circuit. 
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4-5. This is the standard six-wire control circuit used 
in the Navy. The control circuits in different transmit- 
ters may vary somewhat from the circuit shown, but 
basically they are the same. The temperature-control cir- 
cuit shown at the top of the figure is similar to the 
circuit shown in figure 4-3. The remaining part of fig- 
ure 4-5 is the transmitter control circuit and is discussed 
here. 

Closing the main switch S331 applies power to trans- 
former T150. Depressing the start button S40B energizes 
relay K13. When relay K13 is energized its contacts 
K13A, K13B, and K138C close. The closing of contact 
K13B holds the main starting relay across the line after 
the start button is released. The transmitter is turned 
off by pressing the stop button S40A. This button shorts 
out the auxiliary starting relay and allows relays K13 
and K16 to open. 

Power is supplied to the motor when contact K13A 
closes. This energizes relay K331A and causes contacts 
K331B, K331C, and K331D to close. Also, when contact 
K13A closes, relay K16 is energized. This closes its con- 
tacts K16A and K16B and supplies bias voltage to the 
transmitter and excitation voltage for the high voltage 
generator field. Lamp I4 is lighted when the bias volt- 
age is present. 

Relays K332A and K332B are thermal overload relays 
that protect the motor should it overheat. Either relay 
can open contact K332C, a manual reset contactor, which 
deenergizes K331A whose contacts disconnect the motor 
generator from the 3-phase line. 

Two overloaded relays, not shown on the diagram K17 
and K18, are located in the ground lead of the high volt- 
age supply. Any overload will trip these relays and re- 
move plate and grid voltage from the tubes. Reset coils 
K17 and K18 on the diagram are used to reset these 
overload relays. 
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When the LOCAL-REMOTE switch is in the REMOTE po- 
sition, the local-start switch, stop switch, and keying 
terminals are paralleled by similar remote switches and 
contacts. There is no limit to the number of six-wire 
remote control units that can be used with a transmit- 
ter. Some remote control boxes have jacks for micro- 
phones but the C-W/M-C-W-PHONE switch on the front 
of the transmitter must be set locally. Switch S24 is an 
emergency stop switch to remove all power from the 
equipment. 


KEYING CIRCUITS 


Most Navy transmitters have the hand telegraph key 
at a low potential. The keying bar is usually grounded 
to protect the operator. In most transmitters a keying 
relay with its contacts in the center tap of the filament 
transformer is used to key the equipment. Because one 
or more stages use the same filament transformer these 
stages are also keyed. The final amplifier, which is oper- 
ated class-C with fixed bias, is usually not keyed. If no 
excitation is applied to the final amplifier tube, no space 
current flows through the tube, since the tube is biased 
beyond cutoff. For this reason, it is not practical to key 
the final amplifier. Click filters are installed in the key- 
ing lead to prevent interference with nearby receivers. 


TBL TRANSMITTER 


The TBL transmitter consists of two entirely separate 
transmitter circuits to cover the frequency bands of 175 
to 600 ke and 2000 to 18,100 ke. A photograph of the 
TBL is shown in figure 4-6. The two circuits use com- 
mon vacuum tubes in all stages except in the master 
oscillator. 

A block diagram of the TBL is shown in figure 4-7. 
The TBL has a normal output of 200 watts on c-w emis- 
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sion. An m-c-w output of 100 watts can be obtained from 
the i-f section only. Voice modulation circuits are not 
included as part of the TBL transmitter. If voice opera- 


Figure 4—6.—TBL transmitter. 


tion is desired, a separate modulation unit must be in- 
stalled with the transmitter. When the modulation unit 
is used, the final amplifier of the transmitter is sup- 
pressor-grid modulated. The power output of the trans- 
mitter is 50 watts for voice operation: 

The frequency-determining components of both the i-f 
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and h-f master oscillators, except the tubes, are placed in 
a temperature-controlled oven with a constant tempera- 
ture of 60° C. 


The master oscillators are electron-coupled oscillators 
with their plate circuits tuned to twice the oscillator 
frequency. The plate-tank circuits are also enclosed in 
the temperature-controlled oven. 


A schematic diagram of the TBL transmitter is shown 
in figure 4-8. The h-f oscillator grid circuit operates 
from 1000 to 2262.5 ke with the frequency of the grid 
circuit being doubled in the plate tank. The plate tank 
is called the DOUBLER CIRCUIT. Since the master oscillator 
frequency is always doubled in the plate circuit, the 
effective frequency coverage of the master oscillator is 
from 2000 to 4525 kc. 


The frequency band of the master oscillator is cov- 
ered in six ranges. Different combinations of the fixed 
capacitors in conjunction with the tapped inductor are 
used to obtain the different frequency ranges. A range 
switch selects the proper capacitors and tap on the in- 
ductor. The inductor is varied by moving a copper sleeve 
in or out of the coil to obtain a given frequency in the 
range selected. 


A small variable capacitor C6 is a screw-driver ad- 
justment used to make the oscillator frequency track with 
the dial calibration. It compensates for changes due to 
aging or replacement of components in the oscillator cir- 
cuit. 


The interelectrode capacity of a tube may change when 
space current flows through the tube, because the heat 
produced by this current may change the shape of the 
tube elements. As the oscillator stage in the TBL trans- 
mitter is keyed, the space current causes the capacity 
to change. To compensate for this change a special capaci- 
tor C100 is used. This is similar to the capacitor C62 
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used in the TBK oscillator which was discussed pre- 
viously. 

Capacitor C16 is an internal adjustment which is set 
to obtain sufficient coupling to the doubler circuit over 
the entire band of frequencies covered by the TBL. The 
oscillator is electron-coupled with the plate circuit always 
tuned to twice the oscillator frequency. The master os- 
cillator is keyed by a set of relay contacts in the fila- 
ment center-tap to ground. The first and second high 
frequency amplifiers use this center-tap also and hence 
are keyed along with the master oscillator. A resistor 
and capacitor are shunted across the keying contacts to 
suppress key clicks. 


First H-F Amplifier 


The first high-frequency amplifier is used to isolate the 
master oscillator from the rest of the stages as well as 
to amplify the oscillator output and sometimes to double 
the frequency. For frequencies between 2000 and 4525 
ke this stage is operated as a straight-through amplifier. 
Frequencies between 4000 and 9050 ke are obtained by 
doubling in this stage. 

The first h-f amplifier receives fixed bias through choke 
L7 and resistor R10 from the bias voltage generator. 
Additional bias is obtained from grid current flow 
through R10. The plate circuit is series fed. Switch S9 
is part of the frequency range switch which changes the 
frequency range of this stage. With S9 open, the range 
of the first h-f amplifier is 2000 to 4100 ke. With S9 
closed, the range is from 4100 to 9050 kc. 

Switch S4 in the grid circuit and switch S5 in the 
plate circuit are contacts of the H-F/I-F transfer switch. 
They connect this stage as an audio oscillator for m-c-w 
operation in the i-f range. Meter M5 measures the plate 
current of the first high-frequency amplifier when it is 
being used as an amplifier or doubler. 
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Second H-F Amplifier 


The second h-f amplifier is operated as a straight- 
through amplifier for frequencies between 2000 and 9050 
ke and as a frequency doubler for frequencies between 
9050 and 18,100 ke. The output of the first h-f amplifier 
is fed through capacitor C29 and appears across choke 
L14. Fixed bias for this stage is obtained from a voltage 
divider across the bias generator. 

The tuned-plate circuit consists of a variable inductor 
L16 and capacitor C36 ganged together. A fixed capacitor 
C35 is switched in and out of the tank circuit depending 
on the position of the frequency range switch section $12. 
When the switch is closed, this stage tunes from 2000 
to 4100 kc. When it is open, the stage tunes from 4100 
to 18,100 ke. Switch contacts $10 in the grid circuit and 
S11 in the plate circuit are part of the H-F/I-F transfer 
switch. Meter M8 indicates the plate current of this stage 
and meter M7 indicates the filament voltage. 


Power Amplifier 


The power amplifier receives its excitation from the 
second h-f amplifier through capacitor C38. The r-f volt- 
age appears across chokes L18 and L19. For frequencies 
above 4100 kc, choke L19 is bypassed by S13 because 
at certain frequencies the combined inductance of the 
chokes together with their distributed capacitance would 
form a series resonant tank. If the chokes should resonate, 
high currents would burn them out. Resistors R33 and 
R34 in the grid circuit are parasitic suppressors. 

If the final amplifier grid current should exceed the 
90-milliampere maximum, additional bias can be obtained 
by opening the grid current switch 838. This places ad- 
ditional resistance in the grid circuit. Additional bias is 
then developed by the flow of grid current through R21. 
Meters M9 and M11 indicate the grid and the plate cur- 
rent of the final amplifier, respectively. 
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The plate tank is composed of a variable inductor L23, 
a variable capacitor C47, and a fixed capacitor C46. The 
variable inductor and variable capacitor are ganged to- 
gether. Capacitor C46 is placed in the tank circuit by a 
section of the frequency range switch. With capacitor 
C46 in the tank circuit, the final amplifier tunes from 
2000 to 4100 ke. With C46 out of the tank circuit, the 
stage tunes from 4100 to 18,100 ke. Switch S14 in the 
grid circuit and S15 in the plate circuit are part of the 
H-F/I-F transfer switch. 


The final amplifier is always operated as a straight- 
through amplifier. A separate winding on the filament 
transformer T1 supplies filament voltage to the final am- 
plifier. The center tap of the filament winding returns 
to ground through resistor R8 in parallel with choke L6. 
This filter causes the plate current of the final amplifier 
to build up gradually when the transmitter is keyed and 
prevents surges of plate current from causing thumps 
and clicks in nearby receivers. 


Inductor L33 in the screen circuit serves no useful 
purpose for high frequency operation, but, when: the i-f 
section is operating on m-c-w, the modulation signal is 
developed across this choke. For c-w operation a positive 
potential of about 30 volts is applied to the suppressor 
grids of the final amplifier through the c-w/M—C—W-—PHONE 
switch S7. This voltage is obtained from a voltage divider 
across the 2000-volt output of the high voltage generator. 


On voice operation switch S7 connects the suppressor 
grids to a negative bias obtained from the voltage divider 
across the bias generator. The bias selected reduces the 
unmodulated carrier output to one-fourth of the output 
on c-w. A reduction in power is necessary to prevent dis- 
tortion of the modulated signal. An external speech input 
unit is needed on voice operation. The speech input unit, 
Navy type CRV-50254, has an output of 3.5 watts and pro- 
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vides the audio power necessary to suppressor-grid modu- 
late the TBL transmitter. 

The output of the final amplifier is coupled to the an- 
tenna tuning network through two capacitors connected 
in series. Capacitor C49 blocks the high d-c plate volt- 
age from the tuning network. Capacitor C50 is the an- 
tenna coupling control. The antenna tuning circuit con- 
sists of a variable capacitor and a variable inductor. 
These may be connected for either current or voltage feed 
depending on the position of switch S17. 


Intermediate Frequency Master Oscillator 


The intermediate frequency section of the TBL covers 
the frequency band of 175 to 600 ke. However, the fre- 
quency band covered by the master oscillator is one-half 
of the output frequency of the transmitter—that is, from 
87.5 to 300 ke. The master oscillator frequency band is 
divided into seven ranges. A particular range is selected 
by switch S23, which places different values of fixed ca- 
pacity and inductance in the oscillator tank circuit. 
Variometer L9 is tuned to the desired frequency within 
the range selected. 

All of the frequency determining components except 
the oscillator tube are placed in the temperature-con- 
trolled oven. Plate current of the oscillator tube flows 
through inductors L9, L30, L8, and meter M2. When the 
H-F/I-F transfer switch is thrown to I-F, one of the 
contacts of switch S8 opens the relay Kil. This reduces 
the filament voltage of the h-f oscillator and completes 
the filament circuit of the i-f oscillator. 

The i-f section uses the same keying circuit as the 
h-f transmitter section. Meter M2 measures the plate 
current of both master oscillators depending on the po- 
sition of the H—-F/I-F transfer switch. A portion of the 
output of the master oscillator developed across capacitor 
C63 in the oscillator tank circuit is fed to the grid of 


127 


the intermediate frequency amplifier. The intermediate 
frequency amplifier and the second h-f amplifier use the 
same tube. As in the second h-f amplifier the grid cir- 
cuit of this stage receives fixed bias from the voltage di- 
vider across the bias generator. The plate tank circuit, 
consisting of fixed capacitors, a fixed inductor, and a 
variometer, is always tuned to twice the oscillator fre- 
quency. 

A frequency range switch S21 selects different values 
of capacity and inductance depending on the frequency 
range desired. The tank is tuned to the exact frequency 
with the variometer L15. The frequency range switches 
of the intermediate and final amplifiers are ganged. Out- 
put of the intermediate frequency amplifier is developed 
across capacitor C80 and inductor L20 in the grid cir- 
cuit of the final amplifier. 


Final 1-F Amplifier 


The i-f and h-f final amplifiers use the same tubes. As 
mentioned previously this stage is always operated as a 
straight-through amplifier. The plate-tank circuit is com- 
posed of fixed capacitors, a tapped inductor, and a vari- 
ometer. These components perform the same function as 
those in the h-f power amplifier plate circuit. 

Meter M11 indicates final amplifier plate current. The 
output of the final amplifier is inductively coupled to the 
antenna tuning circuit by variometer L29, which is the 
i-f antenna coupling control. 


M-C-W Oscillator 


As mentioned previously the first h-f amplifier tube is 
used as an audio oscillator to obtain m-c-w output when 
operating on i-f. Switches S4, S5, and S6 are operated 
by the H-F/I-F transfer switch. This oscillator produces 
an audio tone of 800 cps which modulates the final am- 
plifier. The C-W/M--C-W-PHONE switch S7 completes the 
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filament circuit and places the audio oscillator in opera- 
tion. The output of the audio oscillator is applied to the 
screen grids of the final amplifier through capacitor C26. 
With switch S7 in the phone or in the c-w position, 
the filament voltage is removed from the audio oscillator 
and this stage is inoperative. Phone operation of the i-f 
section of the TBL transmitter is obtained in the same 
manner as with the h-f section. The external speech equip- 
ment suppressor grid modulates the final amplifier ap- 
proximately 85 percent with an r-f output of 50 watts. 


Adjustments 


The TBL transmitter has several front panel adjust- 
ments that are made when the transmitter is first turned 
on. Filament rheostat R47 is located on the front panel. 
This control is adjusted for the required filament voltage 
as indicated by the filament voltmeter M7. The main plate 
voltage control rheostat R41 (figure 4-5) is used to ad- 
just the output of the high voltage generator. The plate 
voltage should be adjusted to the required value with 
the transmitter key closed. Opening emergency stop 
switch S24 removes all power from the transmitter in- 
cluding filament voltage and voltages for the temperature- 
controlled oven. 

The most important adjustment made by the techni- 
cian in tuning a transmitter is setting the master oscil- 
lator to the correct frequency. Communications may be 
seriously impaired or may fail completely if the trans- 
mitter is not set to the correct frequency. Accuracy of 
transmitter tuning is extremely important when using 
frequency shift keying and on communication nets. 

Both the frequency meter and the master oscillator 
temperature-controlled oven must be allowed to come up 
to operating temperature before any adjustment is at- 
tempted. The frequency meter should be checked against 
a primary standard. When radio silence is broken and 
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positive communication is to be established, precious time 
can be saved and serious interference avoided by accu- 
rate tuning of the transmitter. Approximate dial settings 
are obtained from calibration charts, but the master os- 
cillator is always tuned by using a frequency meter. 


TRANSMITTER TUNING UNDER RADIO SILENCE 


A method of tuning communication transmitters dur- 
ing radio silence has been devised for all stages of the 
transmitter including the antenna. During radio silence 
no radiation from the transmitter is permissible. With 
all of the antennas grounded, the master oscillator, the 
intermediate amplifiers, and the final amplifier are tuned 
to resonance and then the transmitter is shut down. The 
antenna is now connected to the antenna terminal. 

Adjusting the antenna circuit to resonance and cou- 
pling the antenna properly are accomplished by measur- 
ing the static noise picked up by the transmitter antenna. 
A receiver tuned to the output frequency of .the trans- 
mitter is loosely coupled to the final amplifier plate lead 
to measure the noise voltage. If the receiver has no out- 
put meter, an a-c voltmeter can be used to measure the 
output of the receiver. 

The final amplifier antenna controls are adjusted for 
maximum noise voltage as indicated by the output meter. 
A resistor equal to the load resistance of the final am- 
plifier is connected from the final amplifier plate to 
ground. Proper antenna coupling is obtained by adjust- 
ing the coupling control until the noise voltage drops to 
one-half its value before the resistor was inserted. 

The receiver may be connected through a coaxial] line 
and a small capacitor to the final amplifier plate lead. 
On the higher frequencies a few turns of wire around 
the plate lead will provide sufficient coupling. The re- 
ceiver automatic volume control should be off. 

If the load resistance of the final amplifier is not 
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known, it can be determined by loading the transmitter 
normally at some time when radio silence is not in effect. 
Shut down the transmitter and connect the receiver to 
the final amplifier plate lead. Adjust the receiver for a 
convenient output. Place different values of resistance 
from plate to ground until the noise voltage drops to one- 
half the original meter reading. The resistance that drops 
the noise voltage to one-half its original value is the plate 
load resistance. The resistor is removed after the plate 
load resistance has been determined. 

Now the antenna can be tuned to any frequency within 
the limits of the transmitter without any radiation from 
the antenna. The final amplifier and antenna tuning are 
adjusted for maximum noise. Then the gain of the re- 
ceiver is adjusted to give a convenient meter reading. 
The resistance is then reconnected. If the reading is 
greater than one-half the original reading, the coupling 
is too tight. If the reading is less than one-half, the cou- 
pling is too loose. The accuracy attainable with this 
method of tuning depends on the steadiness of the noise 
and the noise level. With sufficient practice tuning by this 
method can be accomplished quite easily. 


TROUBLE-SHOOTING 


Most of the failures encountered in electronic equip- 
ment are caused by defective tubes or fuses and open 
interlocks. A valuable aid in trouble-shooting is front 
panel indications. By observing the meters and panel 
lights, the trouble can usually be isolated to a certain 
stage quickly. 

Suppose that the equipment has no power. The first 
check is testing the main power fuses. Low bias voltage 
or no bias voltage will show up on the bias meter. Also, 
the bias voltage is used to excite the high voltage gen- 
erator field. If the bias voltage is not present, there will 
be no high voltage output from the generator. 
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Figure 4-9.—TBM transmitter. 


TBM AND TBK TRANSMITTERS 


The TBM and TBK transmitters are the same except 
that the TBM is supplied with a modulator unit. Figure 
4-9 is a photograph of the TBM transmitter. The r-f 
sections of the TBM and TBK transmitters are basically 
the same as the high-frequency section of the TBL trans- 
mitter. 

The TBK and the TBM have a frequency range of 
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2000 to 18,100 kc. A HIGH-LOW POWER switch on the 
front panel is used to switch out the final amplifier and 
connect the antenna to the second intermediate amplifier 
tube. In the Low position the transmitter has an output 
of 75 watts in the frequency range of 2000 to 9050 ke 
using c-w only. When the modulator is in operation, the 
operator can select c-w, voice or m-c-w emission. The 
power output for voice or m-c-w emission is 350 watts. 
The c-w output is 500 watts. 

A block diagram of the TBM is shown in figure 4-10. 
The master oscillator of this transmitter is described in 
the first part of this chapter. 

The first intermediate amplifier is operated straight 
through for transmitter output frequencies between 2000 
and 4525 ke and as a frequency doubler for frequencies 
between 4000 and 18,100 ke. In the 4000 to 18,100 ke 
position of the frequency range switch part of the in- 
ductance in the plate tank of the first intermediate am- 
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plifier and the fina] amplifier grid circuit is bypassed. 
Also, the fixed capacitors in the plate tank of both the 
second intermediate and the final amplifiers are removed 
from the circuit. For operation in the 2000- to 4000-kc 
range the entire inductance and fixed capacity are placed 
in the grid and plate circuits. 

The second intermediate amplifier is used straight 
through on frequencies between 2000 and 9050 ke and 
as a doubler for frequencies between 9050 and 18,100 kc. 
The second intermediate amplifier can be used as the final 
amplifier when the high-low power switch is thrown to 
the LOW POWER position. This switch disconnects all volt- 
ages from the final amplifier tube and connects the out- 
put of the second intermediate amplifier to the antenna 
tuning circuit. The frequency range for low power opera- 
tion is from 2000 to 9050 ke with an output from the 
transmitter of 75 watts on c-w only. 


The final amplifier is operated straight through on all 
frequencies covered by the transmitter. The first and 
second intermediate amplifier and the final amplifier are 
operated class-C for efficient operation. The cut-off bias 
needed for these stages is obtained from the bias gen- 
erator. 

The TBK-11 has a vacuum-tube keyer. A simplified 
schematic diagram of this circuit is shown in figure 4-11. 
The vacuum-tube keyer is used in conjunction with the 
LAND-LINE CONTROL UNIT. This unit is designed to control 
the transmitter with signals received from a remote 
point over telephone lines. 


On shore stations, transmitters are sometimes placed 
several miles from the operating controls. The land-line 
control unit is mounted near the transmitter, and tele- 
phone lines are used to connect this unit to the remote 
operating position. By depressing the remote key, the 
transmitter is turned on and will operate as long as regu- 
lar keying takes place. If regular keying is stopped, a 
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timing device causes the transmitter to shut down. The 
land-line control unit is not described here, but the way 
its output keys the transmitter is discussed. 

Refer to figure 4-11. Notice that the plate of the keyer 
tube is effectively connected in parallel with the screen 
grid of the master-oscillator tube. The screen voltage for 
the keyer tube is obtained from a voltage divider across 
the 1000-volt supply to ground. The keyer tube draws 
maximum current when there is no output from the land- 
line control circuit and the test key is open. The current 
is maximum because there is no bias on the control grid. 
The screen potential of the oscillator tube falls to a low 
value and the oscillator will not oscillate. 

If the test key is closed, a negative bias from the bias 
generator cuts off the keyer tube. The normal master 
oscillator screen voltage is restored and the oscillator has 
normal output. The land-line control circuit supplies nega- 
tive pulses of voltage to the keyer tube to place the master 
oscillator in operation. The negative pulses of voltage are 
reproductions of the original keying pulses from the hand 
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key at the remote control point. When vacuum-tube key- 
ing is not desired, a switch in the filament lead discon- 
nects the keyer tube. 


TBM Modulator 


The TBM modulator is designed to plate modulate the 
final amplifier of the transmitter. Although it is a sepa- 
rate unit, the modulator is interconnected with the trans- 
mitter and receives its power from the transmitter. A 
schematic diagram of the CAY-50065 modulator is shawn 
in figure 4-12. The portion of the diagram enclosed in 
broken lines is the modulator unit. 

The first stage is a push-pull voltage amplifier. RX402 
and RX408 are crystal diodes which clip any high peaks 
of voltage appearing across the input transformer. R401 
is a T-pad attenuator that determines the amount of sig- 
nal coupled to the grid of the voltage amplifier. The 
output of this amplifier is transformer coupled to the 
driver stage. When the emission selector switch is in the 
MCW position, the driver stage, VT403 and VT404, be- 
comes an audio oscillator. Meter M401 indicates the plate 
current of the voltage amplifier and meter M402 indicates 
the plate current of the driver stage. 

Tube VT409 is a compressor-limiter. A winding on 
transformer T404 couples a small part of the output of 
the driver stage to the plate of VT409. The left-hand 
section of VT409 is conducting and a voltage drop ap- 
pears across resistors R405 and R406. This voltage drop 
adds to the fixed negative bias already on the input stage. 
As the amplitude of the audio signal increases up to the 
amount needed to drive the modulator tubes sufficiently 
to produce 100-percent modulation, the bias increases 
proportionately. 

If the audio signal is sufficient to drive the modulator 
tubes to produce more than 100-percent modulation, the 
right-hand section of VT409 conducts. Thus additional 
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bias is supplied to VT401 and VT402 to reduce the am- 
plifier gain. Potentiometer R432 is factory adjusted to 
obtain satisfactory operation of the compressor limiter. 

The modulator tubes VT405 and VT406 are operated 
with zero bias. The primary of the modulation trans- 
former is made in two sections, one section for each tube 
in order to make individual metering possible. Meters 
M403 and M404 indicate the plate current of these tubes. 
No direct current flows through the secondary winding 
because capacitor C408 isolates the modulation trans- 
former from the plate current of the final amplifier. 

The audio output of the modulator is coupled through 
capacitor C408 and developed across inductor L404, which 
is in series with the power amplifier plate lead. The 
modulation signal adds to and subtracts from the final 
amplifier plate voltage. Diode VT407 limits the positive 
swing of the power amplifier plate supply voltage. A 
precaution against high peaks of voltage is provided by 
spark gaps across the primary windings and across in- 
ductor L404. Meter M406 is the filament voltmeter. Meter 
M405 is the PERCENTAGE-MODULATION meter used only 
during voice operation. When switch S405 is in the CW 
position, M405, T406, and L404 are bypassed by switch 
contacts. 

In the MCW position S405 bypasses only M405 and 
T406. The modulation meter will not go to zero when 
$405 is in either the CW or the MCW position, but will 
remain somewhere near half-scale. Rheostat R495 is used 
to adjust the filament voltage to the required 10 volts. 
By placing S405 in either the voice or the MCW position, 
power is supplied to a rectox unit RX401. This rectifier 
supplies d-c voltage to the microphone and to the keying 
relay K401C when the switch is in the VOICE position. 
Closing the push-to-talk button (not shown in the fig- 
ure) on the handset energizes K401C and completes the 
keying circuit in the transmitter. 
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Figure 4-13.—Simplified schematic diagram of the voice-operated relay. 
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A means of keying the transmitter other than with the 
push-to-talk button is turning the carrier-contro] switch 
S403 to the VOICE-RELAY position. When the voice-operated 
relay is used, it is possible to key the transmitter merely 
by speaking into the microphone. A simplified schematic 
diagram of the voice-operated relay is shown in fig- 
ure 4-13. 


The switches are shown in the keyed position in the 
diagram. A small part of the audio voltage is coupled 
through resistor R426 and appears across potentiometer 
R413 and transformer T407. The audio voltage causes 
grid-leak bias to be developed across the R-C combina- 
tion R412 and C414 and cuts off VT408 plate current. 
With VT408 cut off, no current flows through relay K401C 
and this relay is in the position indicated. 


The voice-operated relay keys the transmitter 0.025 
seconds after the first syllable is spoken into the micro- 
phone. Potentiometer R413 is the VOICE-RELAY-SENSITIV- 
ITY CONTROL. With correct adjustment of this control, 
normal room noises should not cause the transmitter to 
be keyed. However, speaking into the microphone in a 
normal manner causes the relay circuit to operate. If 
speech stops for about 0.2 seconds or longer, capacitor 
C414 discharges and VT408 conducts. Relay K401C is 
energized and the ground return of the keying relay in 
the transmitter is interrupted. 


Switch S401, figure 4-12, is operated by removing the 
handset on the modulator from its cradle. The switch is 
shown with the handset removed from the cradle. In this 
position the audio signal from a remote radiophone unit 
cannot enter the modulator. The TALK SWITCH S404 per- 
forms the same function as the push-to-talk switch on 
the handset. The 7-pad attenuator R401 is adjusted until 
the desired amount of modulation is obtained. 
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LOW- AND MEDIUM-FREQUENCY ANTENNAS 


The lower the frequency, the greater the physical 
length of the antenna required for efficient radiation. As 
the frequency of operation is lowered, it becomes impos- 
sible to construct an antenna a half or even a quarter 
wavelength long. However, by several methods a rela- 
tively short antenna can be made to appear as a quarter 
wavelength by placing coils and capacitors in series with 
the antenna. This is called LOADING. 


Shipboard antennas used at the lower frequencies are 
generally a long wire with some means of changing the 
electrical length to the frequency of operation. Unlike 
the antennas on shore stations, which operate on only one 
frequency, shipboard antennas must be used on several 
different frequencies. 


A common means of increasing the electrical length of 
antennas used at broadcast stations is top loading. Two 
types of top loading are shown in figure 4-14, one using 
a capacitor and the other an inductor. The capacitor is 
formed by a spider placed on top of the antenna. The 
spider acts as one plate and the earth acts as the other 
plate. In a capacitor a charging current flows when a 
potential is applied between its plates. In this case, the 
charging current flows through the antenna. Since the 
radiation from an antenna depends on the amount of 
current flowing through it, the capacitor makes the an- 
tenna appear longer and also increases the radiation from 
the antenna. 


An inductance placed approximately one-twentieth of 
a wavelength from the top end of an antenna makes the 
antenna appear electrically longer. This method of load- 
ing is sometimes used, but, due to the difficulty of placing 
an inductance in series with a steel tower, it is not very 
popular. No matter what system of loading is used, the 
principal reason for loading is to get a greater average 
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current flowing in-the antenna and thereby obtain a 
greater amount of radiation from the antenna. 

For efficient operation of the quarter-wave Marconi 
antenna, the ground losses must be made as low as pos- 
sible. As shown in figure 4-14, a capacity exists between 
the antenna and the earth. The charging current for this 
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Figure 4-14.—Vertical antennas. A, No loading; B, capacity top loading; 
C, inductance top loading. 


capacity flows through the earth to the base of the an- 
tenna. If the conductivity of the earth is low, a consid- 
erable loss of power occurs. Ground losses may be re- 
duced by ground radials. 

Ground radials are large-diameter copper wires buried 
a few feet below the surface of the earth. They provide 
a low resistance path for the antenna current. All of 
the radials are connected to the base of the antenna. An 
artificial ground is sometimes used when the soil is es- 
pecially dry and rocky. The artificial ground called a 
COUNTERPOISE, is a network of wires a few feet above 
the earth and insulated from the earth. The wires form 
a screen beneath the antenna. To be fully effective, spac- 
ing of the wires should be less than the height of the 
counterpoise above the earth. 

With the base of the antenna directly grounded, the 
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antenna must be shunt-fed. A shunt-fed Marconi antenna 
is shown in figure 4-15. It works equally well with either 
capacity or inductive top loading. The point to which the 
transmission line is connected is determined experimen- 
tally by moving the line up and down the antenna until 
the desired loading is found. The variable capacitor tunes 


Figure 4-15.—Shunt-fed Marconi antenna. 


out the inductive reactance and brings the antenna into 
resonance. Care must be taken to insure that the section 
of earth from B to C, in figure 4-15, has low losses. Some- 
times this section is a wire either buried or run above 
the earth. 

A more familiar type of tuning is shown in figure 
4-16. The diagram shows the antenna tuning system of 
the TBK-13 transmitter for current feed. The variable 
capacitor C42 and the variable antenna inductor are used 
to vary the electrical length of the antenna. 

The antenna system is tuned in the following manner. 
With the coupling capacitor set at minimum capacity, 
the final amplifier is resonated. Then capacitor C42 and 
the antenna inductor are tuned for maximum indication 
on the antenna current meter M1. The antenna now ap- 
pears as a pure resistance to the final amplifier. The 
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coupling capacitor is increased in small steps until the 
required loading of the final amplifier is obtained. How- 
ever, each time the coupling capacitor is changed, the 
final amplifier and the antenna tuning must be resonated. 
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Figure 4-16.—TBK-—13 antenna tuning using current feed. 


Care must be taken not to overcouple with capacitor C41. 
After the final amplifier and the antenna circuit are res- 
onated, the final amplifier sees a pure resistive load and 
the best transfer of energy from the final amplifier to 
the antenna is obtained. 


FSB FREQUENCY-SHIFT KEYER 


The FSB frequency-shift keyer is designed to key a 
transmitter by the frequency-shift method. A photograph 
of the FSB is shown in figure 4-17. It consists of a 13- 
tube, 2-watt exciter which produces a carrier capable of 
being shifted between two distinct frequencies in accord- 
ance with the output of a teletypewriter. 

The frequency-shift keyer is connected to an associated 
transmitter. The output of the master oscillator of the 
transmitter is fed into the FSB. A low-frequency oscil- 
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lator in the keyer has a reactance tube connected across 
its tank circuit. The keying pulses from the teletypewriter 
change the current through the reactance tube and cause 
the frequency of the low-frequency oscillator to change. 
The output of the low-frequency oscillator is mixed with 
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Figure 4—17.—FSB frequency-shift keyer. 


the input from the master oscillator of the transmitter. 
The sum frequency is amplified and supplied back to the 
stages following the master oscillator in the transmitter. 

The frequency shift is usually 425 cycles below the as- 
signed carrier frequency for a space and 425 cycles above 
the assigned carrier frequency for a mars. A polar key- 
ing signal from the teletypewriter must be positive for a 
space and negative for a mark. 
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Limiter, Keyer, and Reactance-Tube Circuits 


A simplified schematic diagram of the keying-pulse 
limiter, keyer, and reactance tube is shown in figure 4-18. 
The keying-pulse limiter tube has a positive bias on its 
cathode and it conducts only if a negative mark signal is 
applied to the cathode. When a steady space signal is 
present, the keying limiter does not conduct. 


A positive bias obtained from a voltage divider in the 
keyer plate circuit. is connected to the grid of the keyer 
causing it to conduct heavily. The cathode current of the 
keyer flows through the BASIC SHIFT control and also 
through a voltage divider in the grid circuit of the re- 
actance tube. The voltage developed across the voltage 
divider is positive with respect to ground and, since it is 
applied to the grid of the reactance tube, the tube con- 
ducts heavily. The amount of current through the react- 
ance tube determines the frequency shift of the low- 
frequency oscillator. The frequency output of the low- 
frequency oscillator is 199.150 ke for a space. 


A mark signal of at least — 50 volts placed on the 
cathode of the keying-pulse-limiter cathode causes this 
tube to conduct and bias the keyer to cut-off. If the keyer 
is cut off, the positive bias on the grid of the reactance 
tube is removed and the plate current of the reactance 
tube decreases. This lowers the capacity reflected into the 
low-frequency oscillator tank circuit and increases its 
frequency to 200 ke. Thus the frequency of the low-fre- 
quency oscillator is shifted a total of 850 cycles from a 
space to a mark. 


A phase modulator incorporated in the FSB may be 
used to phase modulate the signal from the low-frequency 
oscillator with a 200-cycle signal. This is sometimes done 
to improve the signal-to-noise ratio at the receiving sta- 
tion under conditions of multipath propagation. 
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Figure 4-18.—Simplified schematic diagram of the keying-pulse limiter, 
keyer, and reactance tube. 
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200-Ke Oscillator and Balanced Mixer Amplifier 


Figure 4-19 is a simplified schematic diagram of the 
200-ke oscillator and the balanced mixer amplifier. The 
output of the 200-kc oscillator is used as a push-pull in- 
put to the balanced mixer amplifier. The input from the 
transmitter master oscillator also is coupled into this 
stage and is placed on a pair of grids connected in paralle}. 

The signal from the 200-kc oscillator will not appear 
in the output of the balanced mixer amplifier because of 
the push-pull arrangement. However, three different fre- 
quencies appear in the plate circuit: (1) The signal from 
the master oscillator, (2) the difference frequency of the 
master oscillator and the 200-ke oscillator, and (8) the 
sum frequency of the master oscillator and the 200-kc 
oscillator. The plate-tank circuit of the balanced mixer 
amplifier is tuned to the sum frequency. The sum fre- 
quency is coupled to the grid of the r-f amplifier. 
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Figure 4-19.—Simplified schematic diagram of the 200-kc escillator and the 
balanced mixer amplifier. 
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With switch S9 in the number 1 position the tuned 
grid circuit is tuned from 1.0 to 2.6 Mc. In the number 
2 position it tunes from 2.6 to 6.7 Mc. 

A schematic diagram of the r-f amplifier is shown in 
figure 4-20. This stage amplifies the output of the bal- 
anced mixer amplifier to about two watts. The output is 
supplied back to the transmitter, The RANGE SWITCH S9 
selects the required coupling circuit to the r-f amplifier 
and also the tank circuit for the r-f amplifier. The out- 
put of the FSB is taken from jack J3. Part of the out- 
put may be coupled to a frequency meter through jack J2. 


Provisions for Frequency Multiplication 


It has been assumed in the foregoing explanation that 
no frequency multiplication follows the output of the 
FSB. However, provisions have been made so that the 
output can be multiplied. If the output of the FSB were 
multiplied, the frequency shift of the carrier also would 
be multiplied. This is not desirable because the frequency 
of the carrier would be shifted beyond the range of the 
receiving equipment. 

The MULTIPLICATION-FACTOR switch S3, figure 4-18, re- 
duces the amount of frequency shift of the 200-kc oscil- 
lator by reducing the positive bias on the reactance tube. 
If the output of the FSB is to be doubled, the frequency 
shift must be one-half as great. If it is to be tripled, the 
frequency shift must be one-third as great. The phase 
modulation frequency is reduced in the same ratio by 
another section of the multiplication-factor switch. 

The frequency of the master oscillator of the trans- 
mitter is added to the frequency of the 200-kc oscillator. 
For a given output frequency of the FSB the master 
oscillator frequency must be less. To compute the fre- 
quency of the master oscillator use the following equa- 
tion: 

carrier freq. + 0.425 ke — 200 ke = master oscillator freq. 
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If the output is to be multiplied, the multiplication- 
factor switch must be placed in the position correspond- 
ing to the number of times the output is to be multiplied 
and the master oscillator frequency may be computed by 
using the following equation: 


carrier freq. + 0.425 ke — 200 ke 
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Figure 4-20.—Schematic diagram of the r-f amplifier. 
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In practice the master oscillator frequency need be only 
within one kilocycle of the frequency computed from the 
equation because the frequency of the 200-kce oscillator 
can be varied a small amount with capacitor C29. 


Adjustments 


The basic shift control is used to adjust the frequency 
of the 200-kc oscillator to 199.150 ke for a steady space 
signal. The MARK FREQUENCY control C29 is used to ad- 
just the 200-kc oscillator until the output frequency of 
the FSB is 425 cps above the input frequency of 
the master oscillator for a steady mark (figure 4-19). 

A test key is provided so that the FSB can be placed 
in a steady mark or a steady space condition in order 
to measure the frequency of its output when keying sig- 
nals from the teletypewriter are not present. When the 
test key is in the SPACE position, a high positive bias is 
placed on the cathode of the keying-pulse limiter to be 
sure that no negative mark signals cause this tube to 
conduct. In the mark position the voltage divider in the 
grid circuit of the reactance tube is shorted to ground and 
no bias is placed on the grid. A crystal oscillator is in- 
corporated in the FSB. It may be used in place of the 
transmitter master oscillator. 


QUIZ 


What is continuous wave (c-w) transmission? 
. What is modulated continuous wave (m-c-w) transmission? 
What is teletype transmission? 


What is on-off keying as used with teletype transmission? 
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What is frequency shift keying as used with teletype trans- 
mission? 


6. What is two-tone keying as used in teletype transmission? 


7. How is transmitter frequency drift in the variable master 
oscillator minimized? 
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12. 


13. 


14. 


15. 


1&4, 


17. 


18. 


19. 


20. 


21. 


22. 


23. 


Why does the Navy use electron-coupled oscillators in most 
of its transmitters? 


State an advantage derived from operating the plate circuit 
of a master oscillator at twice the operating frequency of the 
grid circuit. 


What effects would be noted if contact K13B, in figure 4—5, 
were stuck in the closed position (TBL transmitter) ? 


Does opening the emergency stop switch, S24, of the TBL 
transmitter render it completely safe for servicing operations 
(figure 4—5) ? 

in the TBL transmitter the bias supply is used as excitation 
for the high voltage section of the motor-generator. What 
advantage does this system offer? 


If the output frequency of the TBL transmitter were 13,476 
ke, to what frequency would the grid circuit of the master 
oscillator be tuned? 


(a) What is the effect on grid current in the final amplifier 
of the TBL transmitter if switch S38 (figure 4~8) is opened? 
(b) What electrical change in the circuit causes this effect? 


How would an open filament in tetrode X2 (figure 4-8) of the 
TBL transmitter affect m-c-w operation? 


The second intermediate amplifier of the TBM transmitter 
is used as a doubler for what range of transmitter frequencies? 


With the high-low power switch of the TBM transmitter in 
the low position, what tube supplies r-f power to the antenna? 


What is the basic difference between the keying methods used 
in TBL and TBM transmitters? 


What circuit in the CAY-50065 modulator resembles the 
a-v-c circuit of a superheterodyne receiver? 


What is the difference between a counterpoise and a ground 
radial? 

Why would a quarter-wave vertical antenna not be a good 
radiator of r-f energy when working against dry, sandy soil? 


Under normal operating conditions, at what time does the 
FSB frequency shift keyer allow the designated center fre- 
quency to be transmitted? 


What is the purpose of switch S3 in the reactance tube 
circuit of the FSB frequency shift keyer? 
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CHAPTER 


V-H-F AND U-H-F TRANSMITTERS 


OPERATIONAL USE OF THE V-H-F AND U-H-F BANDS 


The very-high-frequency (v-h-f) band extends from 30 
to 300 megacycles. This band is not used extensively by 
the Navy for communications purposes. Portions of the 
v-h-f band are used for airborne communications. The 
TDQ and TBS transmitters and the MBF transmitter- 
receiver operate in this band. 

Dependable communications at distances slightly 
greater than the horizon can be obtained with the above 
equipment. The ionosphere does reflect a small amount 
of the lower frequencies of the v-h-f band so that long- 
range transmissions are sometimes possible in this band. 
Among the services using the v-h-f band are early-warn- 
ing radar, IFF, television, and f-m broadcast stations. 


PROPAGATION 


The ultra-high-frequency (u-h-f) band includes the 
frequencies between 300 and 3,000 megacycles. The low 
end of this band is used for communications and portions 
of the high end are used for radar. Several advantages 
are gained by using frequencies in the u-h-f band. Be- 
cause the ionosphere is not dense enough to reflect a sky 
wave of u-h-f radiation, most transmissions are limited 
to the line of sight or the direct wave. 

However, u-h-f transmissions are not always limited 
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to the line of sight. Sometimes the lower atmosphere is 
composed of horizontal layers in which the temperature 
and moisture content vary in a manner that is not nor- 
mal. If the variation is sufficiently great, ducts may be 
formed. The ducts may act as huge waveguides and radio 
and radar waves may travel far beyond the horizon. This 
phenomenon is known as SUPERREFRACTION. 

Line-of-sight reception is very satisfactory and is rela- 
tively free from static and fading. Another advantage is 
the secrecy of transmissions due to the small area nor- 
mally covered. The normal range of transmissions is 
somewhat extended because of refraction and the range 
is about fifteen percent beyond the visible horizon. 

Navy communications in the u-h-f band are primarily 
ship-to-ship circuits. Teletype with two-tone keying is 
also available for use with the TDZ transmitter. The TDZ 
transmitter is discussed in this chapter. 


WEIGHT AND SPACE FACTORS 


Transmitters operating in the v-h-f and u-h-f bands 
have components which are much smaller than those used 
in low frequency transmitters. Instead of the usual coil 
and capacitor that make up a tank circuit, the v-h-f and 
u-h-f transmitters use tuned lines. The power output re- 
quirements of the u-h-f transmitters generally are much 
less than the output of low-frequency transmitters be- 
cause a smaller area is covered. This reduces the size of 
power supply components and also reduces the weight of 
the equipment. Another characteristic feature of the 
higher frequency bands is the reduction in the size of 
the antenna required. The reduction in the weight of the 
equipment and the size of the antenna is particularly 
important in the design of equipment used in aircraft. 


TUNING TECHNIQUES 


Most of the transmitters operating in the u-h-f band 
are crystal controlled. However, crystals having a funda- 
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mental frequency in the u-h-f band are not practical be- 
cause of physical restrictions such as difficulty in grind- 
ing and extreme fragility. Therefore, the transmitter 
usually employs a low frequency crystal oscillator fol- 
lowed by a number of frequency multipliers, the number 
depending on the output frequency desired. In the TDZ 
transmitter the crystal frequency is multiplied 54 times. 
Multiplier stages must be accurately tuned to the correct 
harmonic frequency. Experienced personnel are required 
to change frequencies. 

However, in the TDZ transmitter an electrically con- 
trolled mechanical system is used to position the tuning 
controls. Frequencies are set initially by manually tuning 
each stage to the crystal frequency or to the proper har- 
monic frequency while observing the meters on the front 
panel of the transmitter. The procedure is the same as 
for any multistage transmitter. Once preset, frequencies 
can be selected easily by inexperienced personnel, using 
either a telephone type dial on the transmitter or a simi- 
lar dial on the remote control unit. 


MODEL TDZ TRANSMITTER 


The TDZ is a crystal-controlled, automatically-tuned 
transmitter covering the frequency range of 225 to 400 
megacycles. A photograph of the TDZ transmitter is 
shown in figure 5-1. Two types of modulation are avail- 
able, either voice or m-c-w. The unmodulated output of 
the transmitter is 20 to 35 watts depending on the fre- 
quency. 

Autotune System 

Automatic tuning of the TDZ transmitter is accom- 
plished by using an electromechanical arrangement known 
as the AUTOTUNE SYSTEM. The autotune system is an elec- 


trically controlled means of mechanically adjusting the 
angular positions of tuning elements such as variable ca- 
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pacitors, variometers, rotary switches, cam-operated 
switches, and tuning slugs. The channels are preset ini- 
tially by loosening the locking bars on the tuning heads, 
setting the heads manually, and then tightening the lock- 
ing bars again. 

The tuning heads adjust the angular positions of worm 


Figure 5-1.—TDZ transmitter. 
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Figure 5-2.—Block diagram of the TDZ transmitter. 
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gears which drive the tuning units of the low power r-f 
circuits and also the high power r-f circuits. Automatic 
change of frequency to any one of 10 predetermined fre- 
quencies is accomplished by operating a telephone dial 
on either the transmitter or a remote control unit. The 
channel frequencies need not be in any special order of 
succession in relation to the positions of the channel 
selector switch. 

The mechanical portion of the system is powered by 
two reversible a-c series motors. The tuning heads include 
a system of cams which control the operation of the mo- 
tors through relay switches. Pawls on the tuning head 
select the position at which the heads are stopped. An 
interlock relay deenergizes the keying circuit while the 
transmitter is being tuned. Another relay prevents the 
autotune system from being energized while the trans- 
mitter is being keyed. 

Satisfactory operation depends on a clean and properly 
lubricated mechanism. The procedure for the inspection 
and lubrication of the autotune system is contained in 
the instruction book. 

The basic advantage of the autotune system lies in its 
provision for automatically changing the transmission 
frequency in approximately 30 seconds under normal con- 
ditions. This provision prevents the loss of the radio 
operator’s time in retuning the transmitter and makes 
additional weight of extra transmitters unnecessary. 

A block diagram of the TDZ transmitter is shown in 
figure 5-2. The r-f portion of the transmitter is divided 
into two sections, the low power section and the high 
power section. 


Low Power R-F Section 


The low power r-f section is located in the middle 
drawer and comprises the crystal oscillator, the crystal 
amplifier, the first tripler, the doubler, and the second 
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Figure 5-3.—Simplified schematic diagram of the low-power t-f section. 


tripler. A simplified schematic diagram of the low power 
r-f section is shown in figure 5-38. 

The crystal oscillator V120 is a modified electron-cou- 
pled Colpitts circuit with the crystal replacing the grid 
tank inductance. Capacitor C145 is a variable capacitor 
adjusted at the factory to compensate for differences in 
stray wiring capacity. Cathode bias is obtained by the 
voltage drop across the cathode resistors in each of the 
low power stages. 


Screen voltage for the oscillator tube is obtained from 
a voltage divider across the 300-volt supply to ground. 
A property of the electron-coupled oscillator is that the 
frequency stability can be made practically independent 
of supply voltage variations by the proper proportioning 
of the plate and screen voltages. Keeping the plate volt- 
age constant and varying the screen voltage causes the 
oscillator frequency to increase as the screen voltage de- 
creases. Keeping the screen voltage constant and vary- 
ing the plate voltage causes the frequency to increase as 
the plate voltage increases. If the plate and screen ob- 
tain their voltage from the same source and the supply 
voltage increases, the tendency of the plate to increase 
the frequency and the screen to decrease the frequency 
cancel each other and the frequency remains unchanged. 
Conversely, a decrease in supply voltage has a similar 
effect. The tendency of the plate to increase the fre- 
quency and the screen to decrease the frequency cancel 
each other. 


Potentiometer R225 is adjusted at the factory to ob- 
tain optimum screen voltage and no further adjustment 
should be attempted. The output of the oscillator is de- 
veloped across resistor R226. The oscillator plate circuit 
is untuned and very lightly loaded by the crystal ampli- 
fier to further insure stability. The crystal amplifier is 
operated as a class-C r-f amplifier. This stage isolates 
the oscillator from the following stages. 
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The inductor and resistor in the plate leads of the low 
power r-f stages act as parasitic suppressors to prevent 
spurious oscillations. Capacitors C141A and C141B are 
ganged together through the autotune system. The output 
of the crystal amplifier is developed across a resonant 
tank circuit and coupled to the first tripler grid through 
a capacitor. 

The first tripler is a class-C frequency multiplier. The 
output of the first tripler is developed across the tank 
circuit composed of capacitor C141B and inductor L112. 
The grid and cathode circuits are returned to ground. 
Capacitor C132 couples the output of the first tripler to 
the grid of the doubler. The frequency doubler is oper- 
ated class C. The output of the doubler is developed across 
inductor L113 and the shunt feed tank L114, C142A, and 
C142B. Capacitors C142A and C142B tune the tank cir- 
cuit. 

The second tripler is a class-C push-pull frequency 
multiplier and is the final stage of the low power r-f 
section. Capacitor C1438 (in parallel with C142A) bal- 
ances out the input capacity of the doubler and provides 
balanced excitation to the second tripler. Grid and cath- 
ode circuits are returned to ground through the meter- 
ing circuits. Capacitors C144A and C144B tune the plate 
circuit. The output is coupled by inductor L134 to jack 
J104 on the front panel of the middle drawer. 


High Power R-F Section 


Located in the top drawer is the high power r-f sec- 
tion. A simplified diagram of this section is shown in 
figure 5-4. The high power section comprises two push- 
pull, grounded-grid amplifiers. The grounded-grid arrange- 
ment of the third tripler and of the power amplifier 
eliminate the need for neutralization. The output of the 
low power r-f section is coupled through a short piece 
of coaxial cable to the cathode circuit of the third tripler. 
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Figure 5-4.—Simplified schematic diagram of the high power r-f section. 


The cathode circuit is maintained above ground by a 
tuned line. This line is resonated by capacitors C158A 
and C158B. The shorting bar across the line is preset to 
the position needed to cover the entire band and is not 
connected to the autotune system. 

A bottom view of the third tripler assembly is shown 


Figure 5-5.—Bottom view of the third tripler assembly. 
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in figure 5—5. Inside the bottom cover is inductor L120 
which couples energy into the cathode circuit of the third 
tripler. The filament and cathode leads are placed inside 
the cathode tuned line. Capacitors C152 and C153 couple 
r-f energy from the cathode lines to the cathodes of the 
third tripler tubes. Capacitors C154 and C155 ground 
the grids of these tubes to r-f. This stage is operated 
class C. Grid leak bias is developed across resistors R211 
and R212. Cathode bias is obtained from the voltage drop 
across resistors in the cathode circuit. The cathode cur- 
rents of the two tubes are balanced by adjusting poten- 
tiometers R174 and R175. 


The output frequency of the third tripler is high and 
a shorted quarter-wave stub is used as a resonant tank 
circuit. A quarter-wave stub is used as the plate tank 
in the third tripler. Inductor L123 couples the third 
tripler output to the first double slug transmission line. 


The final amplifier assembly is similar in construction 
to the third tripler. This stage also uses tuned lines in 
the cathode and plate circuits as tuned tanks. The short- 
ing bars across these lines are connected to the autotune 
system. No frequency multiplication takes place in this 
stage. Output of the third tripler is coupled by inductor 
L123, the double-slug transmission line, and inductor 
L124 to the cathode circuit of the final amplifier. Grid 
leak and cathode bias are obtained in the same manner 
as in the third tripler stage. Capacitors C152 and C153 
couple the r-f energy from the tuned cathode lines on 
to the cathodes of the final amplifier tubes. 


The final amplifier assembly is shown in figure 5-6. 
The flat single turn loop under the top cover is inductor 
L127. A coaxial cable connects this loop to a double-slug 
transmission line. The tuned lines shown in the figure 
are the ones in the plate circuit. The cathode lines are 
under the chassis and cannot be seen in the figure. 
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Figure 5-6.—Top view of the power amplifier assembly. 


Lighthouse Tubes 


The tubes used in the third tripler and the final am- 
plifier are called LIGHTHOUSE TUBES. Figure 5-7 shows a 
photograph diagram of a 2C39 lighthouse: tube. In the 
construction of the lighthouse tube three practical fac- 
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tors have to be considered—(1) interelectrode capacity, 
(2) lead inductance, and (3) transit time. 

Transit time is the time required for an electron 
emitted from the cathode to travel to the plate. The in- 
terelectrode capacity can be reduced by moving the ele- 
ments farther apart or by reducing the size of the ele- 
ments. Moving the elements farther apart would require 
higher plate voltages to reduce transit time. The transit 
time must be a small fraction of the time required for 
one cycle of the r-f voltage being amplified by the tube. 
Reducing the size of the elements has the disadvantage 
of reducing the power handling ability of the tube. Ob- 
viously a compromise must be made between the spac- 
ing and size of the elements and the transit time. Lead 
inductance is reduced by increasing the diameter of the 
leads. 


Figure 5-7.—2C39 lighthouse tube. 


The 2C39 lighthouse tube is used in the TDZ trans- 
mitter. The elements are assembled in parallel planes in 
the shape of disks brought out through the glass en- 
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velope. This type of construction reduces the lead in- 
ductance. On the bottom of the 2C39 are several fins 
which increase the surface area for radiating heat from 
the tube. These fins increase the power handling ability 
of this tube. An additional advantage of having the ele- 
ments in the shape of disks is that the tube can be 
mounted in a coaxial cable as is sometimes done in radio 
and radar equipment. 


Double-Slug Transmission Lines 


Maximum power is transferred from the third tripler 
to the final amplifier and also from the power amplifier 
to the antenna when the output impedance of one matches 
the input impedance of the other. In the TDZ these im- 


Figure 5-8.—Double-slug transmission line. 


pedances are matched by using double-slug transmission 
lines. Two lines are used, one between the third tripler 
and the power amplifier and the other between the power 
amplifier and the antenna system. 

A double-slug transmission line is shown in figure 5-8. 
The two slugs may be moved up and down the line inde- 
pendently of each other. By varying the positions of the 
slugs the input and output impedances of the line can be 
varied over a wide range. 

The double-slug transmission line in the output circuit 
of the power amplifier is connected to the antenna trans- 
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fer relay and the output meter circuit through a short 
section of coaxial cable. A simplified schematic diagram 
of the output circuit is shown in figure 5-9. The antenna 
transfer relay K107 connects the antenna to the trans- 
mitter when the transmitter is keyed. When K107 is de- 
energized, the antenna is connected to an associated re- 
ceiver. 

A small amount of the r-f energy is coupled into the 
meter circuit through capacitor C181. Diode V119 rec- 
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Figure 5-9.—Output meter and antenna relay circuit. 


tifies the r-f voltage and the voltage appears across the 
diode load resistor R209. Meter M104 indicates the diode 
current and capacitor C182 is an r-f bypass around the 
meter. The meter is calibrated from 0 to 1.0 and serves 
only as a relative power indication. 


Audio System 


The audio system supplies the modulating voltage for 
the final amplifier. Figure 5-10 is a pictorial diagram cf 
the audio system. This section is made up of a first speech 
amplifier, second speech amplifier, audio oscillator and 
amplifier, and modulator stage. 
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Figure 5-10.—Pictorial diagram of the audio system. 


Figure 5-11 is a simplified schematic diagram of the 
audio system. The audio input from remote lines passes 
through a T pad which matches the 600-ohm line to the 
1,000-ohm primary of the microphone transformer. The 
other primary winding matches a single button carbon 
microphone which may be plugged into the microphone 
jack. 

A metallic-oxide rectifier supplies 12 volts direct cur- 
rent for the microphone voltage and for keying the trans- 
mitter. The microphone circuit in the TDZ transmitter is 
similar to that used in many Navy transmitters and will 
be described in detail here. A schematic diagram is shown 
in figure 5-12. 

The CARRIER-ON RELAY K104 is energized when the 
push-to-talk button on the microphone, figure 5—12, A, is 
pressed. This relay in turn energizes the control circuit. 
Microphone voltage is obtained from a voltage divider 
network. The microphone is shown as a variable resistor 
in figure 5-12, B. There are two parallel paths for the d-c 
current, one through resistor R101, and the other through 
transformer T101, and the microphone. The current flow- 
ing through resistor R101 charges capacitor C101. The 


168 


ZI- 9¢- O 1S6LLE 


691 


1ST SPEECH 
AMPL 


R103. Ri05 = T1041 


REMOTE 
MIKE ual 


TO J104 


Ri02 


R109 


vid3 
6V6G1/G 
2ND SPEECH 


VA05 
807 
MODULATOR 


BIAS 
L406 *— 


KEYING 
RELAY 


-——300V9¢ ——__—_— 


TO PLATE 
OF PA 


HEADSET 
JACK 


Figure 5-11.—Simplified schematic diagram 


of the audio and modulator circuits. 
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Figure 5-12.—The microphone circuit. A, schematic diagram; B, simplified 
schematic diagram. 


capacitor acts as a battery across the microphone and 
transformer. 

Speaking into the microphone varies its resistance. 
This causes the current through it to vary and induces a 
voltage in the output of transformer T101. However, the 
voltage across resistor R101 cannot change to any great 
extent because of the charge on the 50-microfarad ca- 
pacitor C101 and the long time constant of this circuit. 
The individual voltages across the microphone and the 
transformer do vary, but their sum is always constant. 
The capacitor and shunt resistor R101 provide a low im- 
pedance path for the audio signal. 

Resistor R101 and capacitor C101 could be omitted but 
that would cause the audio current to flow through the 
power supply in order to complete the circuit back to the 
other side of the microphone. This would decrease the 
amplitude of the audio signal in the output of T101. Fur- 
ther, as in the case of the TDZ and other transmitters, the 
power supply for the microphone is used to actuate relays. 
Audio voltage in the relay circuits is undesirable. 

The first speech amplifier V101, figure 5-11, is a class- 
A voltage amplifier using a variable-mu pentode. The 
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input level to its grid is determined by the adjustment of 
potentiometer R106. Fixed bias is obtained from a voltage 
divider composed of resistors R111, R108, and R176 when 
the AGC switch is off. The output of the first speech am- 
plifier is coupled through capacitor C110 to the grid of the 
second speech amplifier. 

The second speech amplifier V103 operates as a class-A 
power amplifier and drives the modulator tubes. Resistor 
R201, capacitor C147, and resistor R202 comprise a de- 
generative feedback circuit from the plate to the grid of 
the second speech amplifier. The degenerative feedback 
appears across R202, thereby increasing the low fre- 
quency response and reducing hum generated in this stage. 
Transformer T102 matches the input impedance of the 
modulator stage to the output impedance of the second 
speech amplifier. 

The modulator stage is a push-pull class-B power am- 
plifier. The grids are returned through resistors R120 and 
R121 to the negative 30-volt d-c supply L106. The screen 
grids obtain voltage from the 300-volt d-c supply and the 
plates from the 600-volt d-c supply. T103 is the modula- 
tion transformer and has three secondary windings. One 
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Figure 5-13.—T-pad attenuator. 


winding is placed in series with the final r-f power am- 
plifier plates, the second winding supplies side tone to a 
jack on the front panel of the transmitter, and the third is 
used to excite the automatic gain control circuit. Side tone 
is referred to as part of the audio-modulating voltage 
which is available for monitoring the speech input to the 
transmitter. 
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Resistors R124, R125A, and R125B form a T-pad at- 
tenuator which determines the amount of side tone. A 
simplified diagram of a T pad is shown in figure 5-13. The 
pad has two uses :—(1) the input resistance and the out- 
put resistance can be matched in the line, and (2) the 
pad can introduce a definite amount of attenuation in the 
line without disturbing the resistance match. 

The input resistance sees a resistance equal to R2 in 
series with the series parallel combination of R3 in 
parallel with R4 and R65 in series. The load R5 looking 
back into the pad sees a resistance equal to R4 in series 
with the series parallel combination of R38 in parallel with 
R2 and R1 in series. By proper choice of resistors R2, R83, 
and R4 the input resistance and the output resistance can 
be matched. These circuits find extensive use in audio 
equipment. The equations and the mathematics connected 
with these circuits are too involved to be discussed here. 


Automatic Gain Control Circuit 


The automatic gain control circuit limits the percentage 
of modulation to a maximum preset value. This circuit 
provides a means of automatically compensating for the 
fact that every operator talks into the microphone with a 
different intensity. The adjustment of potentiometers 
R122 and R123, figure 5-11, determines the amplitude of 
modulation voltage placed on the plates of the a-g-c level 
diode V106. This tube acts as a biased full-wave recti- 
fier. The cathodes are tied together and returned to a posi- 
tive bias from resistor R141 in the power supply. The 
amount of bias on the cathodes determines the plate volt- 
age needed for the diode to conduct. When the voltage on 
the plates of the diodes exceeds the bias on the cathode, 
the tube conducts and rectifies the modulating voltage. 

Resistor R205 and capacitor C146 filter the rectified 
voltage. This voltage, which is negative with respect to 
ground, is used as bias on the first speech amplifier. The 
a-g-c switch $123 in the ON position shorts out part of the 
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fixed bias on the first speech amplifier and removes the 
ground from the a-g-c line. In the OFF position the switch 
grounds the a-g-c line and restores normal fixed bias to the 
first speech amplifier by removing the short across re- 
sistor R176. Potentiometers R122 and R123 are adjusted 
at the factory to limit the maximum modulation to 95 
percent. 


Power Supplies 


The TDZ transmitter has several power supplies to 
supply both a-c and d-c voltages. The first one considered 
here is the +600-volt d-c and +300-volt d-c supply. This 
power supply is a duplex bridge rectifier. The voltage out- 
put of the bridge is twice that of the center tap rectifier. 
A simplified schematic diagram is shown in figure 5-14. 

The rectifier tubes are thyratrons connected as diodes. 
With the polarity of the secondary of the high voltage 
transformer T105 as shown in the diagram, the rectified 
current flows through path c, b, K110, e, d, and a. When 
the polarity is reversed—that is, point a negative, then 
current flows in path a, b, K110, e, d, and ec. 

The center tap rectifier circuit utilizes two of the bridge 
circuit tubes, V107 and V108, together with the high volt- 
age transformer. With the polarity of the secondary of 
the high voltage transformer as shown, current flows 
through path c, b, K110, ground, R142, R141, R140, f, 
L104, and the center tap of T105. Reversing the polarity 
causes the other tube to conduct and the path of the 
current is from a to b thence through the same patch as 
before. The voltage tapped off from resistor R141 is 
cathode bias for the a-g-c diode. Relay K110 is an over- 
load relay. 

A schematic diagram of the other two power supplies 
used in the TDZ is shown in figure 5-15. Both use metal- 
lic-oxide rectifiers in a bridge circuit arrangement. The 
output of the —115-volt supply goes to the control and 
autotone circuits. A —380-volt bias is also obtained from 
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Figure 5-1 4.—Simplified schematic diagram of the +600-volt d-c and +300-volt d-c power supply. 


this supply for the modulator tubes. Potentiometer R143 
is adjusted for correct bias on the modulator tubes as 
given in the instruction book. Capacitor C122 and induc- 
tor L106 filter the bias voltage. 

The secondary of transformer T109 is tapped so that 
the a-c voltage may be adjusted to compensate for aging 
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Figure 5-15.—Schematic diagrams of power supplies. A. —115-volt d-c 
power supply; B, 12-volt d-c power supply. 


of the metallic-oxide rectifier. The metallic-oxide rectifiers 
are of the selenium type. As the rectifier is used its in- 
ternal resistance increases and the output voltage from 
the rectifier decreases. To keep the output voltage to the 
required level, taps on the transformer are changed as the 
rectifier ages. Changing the taps on the transformer in- 
creases the a-c voltage to the rectifier. This increases the 
d-e output voltage from the rectifier and, therefore, the 
rectifier need not be replaced. 
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QUIZ 


(a) Can the u-h-f band be relied upon at all times to provide 
security beyond the horizon? (b) Why? 


. What is the range of frequencies in the u-h-f band? 


38. What is superrefraction? 


4. If the output frequency of the TDZ transmitter is 399.6 mc, 


19. 


for what frequency is the oscillator crystal cut? 


What is the frequency range of the TDZ transmitter? 


. What types of modulation are available in the TDZ trans- 


mitter? 
The TDZ transmitter has how many preselected channels? 


What is the principal advantage of the autotune system as 
used with the TDZ transmitter? 


What type of oscillator is used in the TDZ transmitter? 

How do changes in plate and screen voltage affect the oscil- 
lator frequency in the TDZ transmitter? 

Why is neutralization not necessary in the grounded grid 
triodes of the final amplifier? 


(a) What type of microphone is used in the input circuit 
of the TDZ transmitter? (b) Why? 


What is the purpose of the side-tone winding of the TDZ 
modulation transformer? 


(a) Is the second speech amplifier of the TDZ transmitter 
capable of supplying power to the grids of the modulator tubes? 
(b) Why? 

For what two reasons is the T-pad attenuator used in the 
TDZ side-tone circuit? 


What precaution is taken to prevent the overmodulation of 
the TDZ transmitter? 


At what percentage of modulation is the automatic gain con- 
trol of the TDZ transmitter preset at the factory? 

Which of the four tubes in the duplex bridge rectifier (figure 
5-14) used in the TDZ transmitter supply power simulta- 
neously to the 600-volt circuits and the 300-volt circuits? 

What means are incorporated in the TDZ transmitter to 
compensate for the reduction in voltage caused by the aging 
of selenium rectifiers? 
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CHAPTER 


LOW FREQUENCY COMMUNICATIONS 
RECEIVERS 


The most popular type of receiver for receiving low 
frequency (l-f) signals is the tuned-radio-frequency 
(t-r-f) receiver. It is used in preference to the super- 
heterodyne receiver because a t-r-f receiver for receiving 
1-f signals has good sensitivity and selectivity and is much 
simpler in design than a superheterodyne receiver. 

Consider now a few of the advantages of using the 
superheterodyne receiver at high frequencies. First, the 
incoming signal is heterodyned to produce an intermedi- 
ate frequency which is lower than the frequency of the 
incoming signal. Practically all the amplification is done 
in the i-f strip where the signal can be amplified efficiently. 
Second, the signal is amplified at a fixed frequency and a 
uniform amount of amplification is obtained. Since the 
frequency is fixed, no large ganged tuning capacitor is 
needed as in the t-r-f. 

The choice of the intermediate frequency is more or 
less a compromise because a high i-f reduces the effect of 
image responses while a low i-f gives greater selectivity. 
However, the disadvantages of a high frequency t-r-f re- 
ceiver are negligible in the l-f band. The frequency of 
operation is low enough that efficient amplification is pos- 
sible using r-f amplifiers alone. From the standpoint of 
ease of alignment, size, sensitivity, and selectivity the t-r-f 
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receiver is to be preferred over a superheterodyne re- 
ceiver for receiving low frequency signals. 


MODEL RBA RECEIVER 


A typical low frequency Navy receiver is the model 
RBA shown in figure 6-1. This equipment is designed to 


Figure 6-1.—RBA receiver. 


receive c-w and m-c-w signals in the frequency range of 
15 to 500 kilocycles. Voice reception is possible, but due 
to the selectivity of the r-f amplifiers and the filters in the 
audio amplifier section, intelligibility of speech is poor. 
A block diagram of the RBA is shown in figure 6-2. 
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Figure 6-2.—Block diagram of the RBA receiver. 


The RBA is composed of an antenna input circuit, three 
stages of r-f amplification, a detector, three stages of a-f 
amplification, and an output meter circuit. The frequency 
range is covered in four bands with approximately a six 
percent overlap between bands. Band switching is accom- 
plished by a single control and the r-f circuits are tuned 
simultaneously by a ganged tuning capacitor. 

The power supply of the RBA is a separate unit. It is 
conventional in design. A schematic diagram of the RBA 
receiver is shown in figure 6-3. 


Input Coupling Circuit 


The input coupling circuit is the section preceding the 
control grid of the first r-f amplifier stage. The diagram 
shows the band switch in the BAND 4 position. The input 
coupling control 8107 selects one of the coupling capaci- 
tors C141 through C145. An adjustable ANTENNA COM- 
PENSATOR capacitor C120 is connected across the input 
circuit. This capacitor is adjusted to compensate for any 
capacity reflected in the tuned grid circuit of the first r-f 
amplifier by different antenna systems. By adjusting the 
input coupling control and the antenna compensator the 
input circuit can be resonated no matter what type of 
antenna or transmission line is used. Resistor R133 pro- 
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vides a leakage path to ground for static charges that 
might accumulate on the antenna. 


The tank in the grid circuit of the first r-f amplifier is 
tuned by a section of the ganged main tuning capacitor 
C135. The antenna coil is selected by switch S106C of the 
ganged band switch. Switch section S106B automatically 
short-circuits the next lower frequency coil to prevent 
resonant absorption by this coil. The tap on the antenna 
coil selected by switch section S106A is connected to the 
antenna jack through the input coupling switch and one 
of its associated capacitors. 


The four coils in the input circuit are contained in two 
coil assemblies, T101 and T102. Assembly T101 contains 
the coils for bands 1 and 2. Assembly T102 contains the 
coils for bands 3 and 4. Mounted on the top of each as- 
sembly is a dual trimmer capacitor consisting of two ad- 
justable capacitors which have a common base. Similar 
capacitors are used with each of the other coils. 


Each coil has a powdered-iron slug for adjusting the 
inductance of the coils. The trimmer capacitors are ad- 
justed when the receiver is tuned to the high frequency 
end of the band and the iron cores are adjusted at the low 
frequency end to make the receiver track. On bands 1 and 
2 the tuned tank circuits have resistors in series with the 
inductance. The resistors lower the Q of the inductor to 
an optimum value. Without the resistors, static and tele- 
graphic code signals shock-excite the tuned tank into 
oscillation sometimes making the received signal unread- 
able. Resistors are not needed on bands 8 and 4. 


A neon lamp V101 protects the input circuit against ex- 
cessive voltage. If the voltage across the tuned input 
circuit exceeds 90 volts, the lamp ionizes and becomes a 
low impedance across the circuit. High voltage could be 
caused by tuning the receiver to the frequency of a nearby 
transmitter which is in operation. 
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Figure 6-3.—Schematic diagram of the RBA receiver. 
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R-F Amplifiers 


The first and second r-f amplifiers are identical. Only 
the first one will be described here. The first r-f amplifier 
stage is conventional in design with its output developed 
across inductor L108A., The letters “A” or “‘B” following 
the symbol designations of the inductors indicate primary 
or secondary windings, respectively. Bias for the first and 
second r-f amplifiers is a combination of fixed and cathode 
bias. Cathode bias is obtained from the voltage drop across 
the cathode resistor. Fixed bias is obtained from a volt- 
age divider across the plate supply to ground. 


4200 R105 


Figure 6—4.—Simplified schematic diagram of the bias circuit. 


A simplified schematic diagram of the bias circuit is 
shown in figure 6-4. Resistors R129, R128, R136A, R130, 
and R131 form the voltage divider. Potentiometer R136A 
is part of the manual gain control. This potentiometer 
controls the amount of fixed bias placed on the grids of 
the first and second r-f amplifiers and hence controls the 
gain of these stages. In a t-r-f receiver the sensitivity of 
the receiver tends to increase as the receiver is tuned 
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toward the high end of the band. To compensate for the 
increased gain of the r-f amplifier stages, rheostat R128 
automatically increases the bias on the first and second 
r-f stages as the receiver is tuned to higher frequencies. 
Rheostat R128 is geared to the tuning capacitor. 


The third r-f amplifier is similar to the first two r-f 
amplifiers except that the plate and screen voltages for 
this stage are reduced to about 15 volts. The low voltages 
on this amplifier cause it to act as a limiter for strong 
signals. For weak signals it provides some amplification. 
The output to the detector tube is held fairly constant by 
the third r-f amplifier, which prevents strong signals from 
overloading the detector tube. 


Detector 


The output of the third r-f amplifier is detected by 
V105 which operates as a plate detector. The cathode bias 
developed across resistor R110 is close to the amount 
needed to cut off V105. When a signal is placed on the 
grid of this tube, the signal will be rectified. As the signal 
swings positive, the plate current increases. As the signal 
swings negative, the plate current is cut off. 


The output is developed across resistor R111. The audio 
voltage is coupled into the audio circuit by capacitor C109. 
Link E101, which is normally closed, is in series with the 
cathode of the detector tube. The link may be opened and 
a microammeter inserted to measure the cathode current 
of the detector. To reduce microphonics caused by vibra- 
tion of the detector tube, its socket is cushion-mounted. 


C-W Oscillator 


For the reception of c-w signals the incoming signal is 
mixed with the output of an oscillator. The oscillator V106 
is an electron-coupled Hartley oscillator operating at 1000 
cycles above the incoming signal frequency. A section of 
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the ganged tuning capacitor, C135E, varies the frequency 
of the c-w oscillator. The band switch position determines 
the oscillator coil selected. 


The oscillator is placed in operation by switch $102 
which applies plate voltage to the oscillator tube. The out- 
put of the oscillator is coupled to the plate of the third r-f 
amplifier. The incoming signal and the oscillator signal 
are coupled through the r-f transformer to the grid circuit 
of the detector tube. A received signal beats with the oscil- 
lator signal in the detector to produce an audio signal in 
the detector output. 


Audio Filter 


The audio output of the detector is coupled through 
capacitor C109 to one of the audio filters. With the BROAD- 
SHARP switch $103 in the BROAD position a low pass filter 
is inserted in series with the detector output and the con- 
trol grid of the first a-f amplifier tube. This filter attenu- 
ates audio frequencies above 1300 cycles. When the broad- 
sharp switch is in the SHARP position, a band-pass filter is 
inserted in series with the grid of the first a-f amplifier. 
This filter passes only audio frequencies between 850 and 
1150 cycles. 


A T pad composed of resistors R112, R113, and R122 
equalizes the effective insertion loss of the two filters at 
the center of the acceptance band (1000 cycles) of the 
band-pass filter. The filters are terminated in their char- 
acteristic impedances by resistors R136B and R114 con- 
nected in series. Potentiometer R136B is the audio gain 
control. 


Audio Amplifiers 


The first and second audio amplifiers are conventional 
R-C coupled amplifiers when the OUTPUT LIMITER switch 
$104 is in the OFF position. When the output limiter 
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switch is ON, the second a-f amplifier V108 becomes a 
limiter. Plate and screen voltage for the second a-f am- 
plifier is obtained directly from the 200-volt d-c output of 
the power supply, when switch 8104 if orF. If switch $104 
is placed in the ON position, the plate voltage and the 
screen voltage for the second a-f amplifier are obtained 
from a voltage divider composed of resistor R123 and 
potentiometer R137. The output of the second a-f amplifier 
deperids on the plate and screen voltage. By properly ad- 
justing potentiometer R137, the output of the receiver 
can be held constant. 

The third audio amplifier is the output stage. It is a 
conventional audio power amplifier with inverse feedback. 
Capacitor C136 connected across the primary of the out- 
put transformer prevents. shock excitation of the circuit, 
when static or c-w signals are received. Transformer T111 
has two secondary windings. One winding is for the out- 
put meter circuit and the other winding connects to head- 
phones. When a load of 30 ohms is connected across the 
headphone winding, the primary winding matches the 
plate impedance of the output tube. 

Chokes and capacitors in the headphone circuit are 
filters that prevent any stray r-f from entering the re- 
ceiver through the headphone cord. The headphone wind- 
ing is connected to the output receptacle mounted on the 
rear of the chassis and also to the headphone jack on the 
front panel of the receiver. 


Output Meter Circuit 


The output meter is connected to a secondary winding 
of the output transformer. The connection to the 5000- 
ohm output meter is made through switch $105 and the 
meter multiplier resistors. The meter winding has more 
turns than the headphone winding so that the meter can 
measure smaller values of output power than would be 
possible if it were connected directly across the headphone 
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winding. Switch S105, marked “ADD-DB” on the front 
panel of the receiver, together with its associated resistors 
form an adjustable attenuating network or L pad. The 
circuit is so arranged that regardless of the position of 
S105 the load across the meter winding remains at 5000 
ohms. 

A simplified schematic diagram of the meter circuit is 
shown in figure 6-5. Values of the meter resistance and 
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Figure 6-5.—Simplified schematic diagram of the output meter circuit. 


of the different resistors are shown in the diagram. With 
Ohm’s law it can be shown that, regardless of the position 
of $105, the load across the meter winding is always 5000 
ohms. Meter deflection is proportional to the voltage 
across the headphone load. The power indicated by the 
meter is correct only when a 600-ohm resistive load is con- 
nected across the headphone winding. As a safeguard 
against damage to the meter, a spring returns switch S105 
from the direct position to the +10 db position, when the 
switch is released. The meter should be switched off when 
it is not being used. 
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Negative Feedback Circuits 


Negative feedback circuits are incorporated in the RBA 
receiver to prevent variations in the output level when 
headphones are inserted or removed from the output line. 
Any number of headphones, from 1 to 20, may be used 
simultaneously without changing the output level ap- 
preciably. 

Two feedback circuits are used to obtain a substantially 
constant output voltage as the number of headphones 
across the output varies. One feedback circuit is connected 
from the plate of V109 through capacitor C105B and re- 
sistor R150 to the grid of V109. The other is connected 
from the plate of V109 through capacitor C105A and re- 
sistor R152 to the cathode of V108. When there is no load 
across the output winding, a maximum amount of nega- 
tive feedback is applied through these circuits and the 
gain of the audio amplifiers is reduced. If a load is placed 
across the output winding, the output voltage tends to de- 
crease. This decreases the amount of negative feedback 
and increases the gain of the aydio amplifiers. The re- 
verse situation occurs when the load is decreased—that is, 
the output voltage and the negative feedback increase and 
the gain of the audio amplifiers is reduced. 


LONG-WAVE RECEIVING ANTENNAS 


The wavelength of a signal is inversely proportional to 
its frequency. Frequencies below 500 kc require large 
antenna systems. At high frequencies it is possible to build 
antennas which are directional and small in size. A fre- 
quency of 30 ke has a wavelength of approximately 
32,800 feet while a frequency of 30 Mc has a wavelength 
of only about 32.8 feet. 

Long-wave antennas erected aboard ships generally 
consist of a whip or a piece of wire. The receiver usually 
has a circuit incorporated in it to match the input circuit 
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to the antenna. On shore stations, where a large amount of 
space is available, directional antennas can be erected. A 
disadvantage of any long-wave antenna system which is 
directional is that it is useful for point-to-point operation 
only, whereas, at higher frequencies, the antenna can be 
constructed so that it can be rotated. 


Beverage Antenna 


A type of directional long-wave receiving antenna is 
the BEVERAGE ANTENNA (figure 6-6). This antenna is 
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Figure 6-6.—Pictorial diagram of a Beverage antenna. 


simply a single long wire. It is usually one-half to sev- 
eral wavelengths long and is erected 10 or 20 feet above 
the ground. The wire is pointed toward the transmitting 
station. A resistance equal to the characteristic impedance 
of the antenna is connected from the end closest the trans- 
mitting station to ground. The antenna may be considered 
as a one-wire transmission line with a ground return. 
The Beverage antenna has good horizontal directivity. 
Using several of these antennas in a simple array in- 
creases the directivity. Since the antenna is nonresonant, 
it can be used for the reception of several different fre- 
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quencies without too much loss in directivity. A Beverage 
antenna is suitable only for reception. If it is used as 
a transmitting antenna, the ground losses are high and 
the antenna is not very efficient. 

The voltage induced into the antenna is delivered to 
the receiver at the opposite end from the terminating 
resistor. When a wavefront is traveling as shown in fig- 
ure 6-6, the voltages induced in different parts of the 
antenna add, because they are in phase with the radio 
wave. If the wavefront were traveling in the opposite 
direction, the induced voltages would still be in phase, 
but they would be absorbed by the terminating resistor 
and have no effect on the receiver. Wavefronts arriving 
at the sides of the antenna have no effect on the re- 
ceiver. This is true because, even though the induced 
voltages may be in phase at their points of origin, they 
are induced at different points and therefore, effectively 
cancel one another. 

In figure 6-6 the transmitting antenna radiates a ver- 
tically polarized wavefront. As the wavefront travels 
toward the receiving antenna, it is tilted due to the ab- 
sorption of the earth and changes in the propagation 
velocity. When the wavefront arrives at the receiving 
antenna, the E lines are no longer vertical. Instead they 
have both a vertical and a horizontal component. The 
horizontal component causes the voltage to be induced 
in the receiving antenna. Therefore, the more the wave- 
front is tilted, the greater the horizontal component and 
the greater the voltage induced in the antenna. 
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QUIZ 


In what frequency band is a t-r-f receiver to be preferred 
over a superheterodyne receiver? 


What is the basic difference between t-r-f and superheterodyne 
receivers? 


What is the purpose of resistor R133 in the input circuit of 
the RBA receiver? 


What is the function of the neon lamp, V101 (figure 6-3), 
in the RBA receiver? 


By what methods is gain control accomplished in the RBA 
receiver? 


The sensitivity of a t-r-f receiver tends to increase as the 
receiver is tuned to the high end of the band. How is this 
increased sensitivity controlled in the RBA receiver? 


What is the value of the plate and screen voltages on the 
third r-f stage in the RBA receiver? 


Give the reason for using the value of plate and screen voltages 
on the third r-f stage in the RBA receiver. 


How does the RBA receiver produce audio signals in the 
reception of c-w signals? 

What does each position of the “Broad-Sharp switch,” S103, 
do to the audio signal in the audio-filter section? 

How does the second audio amplifier stage become an output 
limiter? 

What is the purpose of the chokes and capacitors in the head- 
phone circuit of the RBA receiver? 


How does negative feedback in the RBA receiver operate to 
give practically constant output level with a varying amount 
of output load? 


What is the wavelength in feet of a radio wave whose fre- 
quency is 150 ke? 


What is the advantage of using high frequency in connection 
with directional antennas? 


(a) Is the Beverage antenna suitable to use as a transmitting 
antenna? (b) Why? 


How can the directivity of the Beverage antenna be increased? 
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MEDIUM- AND HIGH-FREQUENCY 
COMMUNICATION RECEIVERS AND 
ANTENNA SYSTEMS 


HIGH-FREQUENCY PROPAGATION 


The high-frequency band (h-f) extends from 3 to 30 
megacycles. The ground wave at the low end of the h-f 
band may be used for communications up to about 30 
miles. At distances greater than this, the ground wave 
is practically nonexistent. As the frequency is raised 
toward the high end of the band, the ground-wave range 
decreases. Little advantage is gained by elevating the 
antenna to obtain a direct wave because of the inter- 
ference between the direct wave and the ground reflected 
wave. The height of the antenna is important, however, 
for sky-wave transmission of h-f waves. 


The range of sky-wave transmission is largely deter- 
mined by the condition of the ionosphere. During the 
night, frequencies greater than 8 megacycles often pene- 
trate the ionosphere at all angles of radiation. These 
frequencies can not be used for long range communica- 
tions. However, during the day, frequencies between 
15 and 30 megacycles may be used for long range com- 
munications and the frequencies between 5 and 10 mega- 
cycles for communications up to several hundred miles. 
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The upper portion of the medium-frequency band and all 
of the high-frequency band are generally used for long 
range communications. 


ANTENNA SYSTEMS 


The antenna systems generally used aboard ship for 
recelving signals in the m-f and h-f bands are either a 
whip or a long wire. At the upper end of the h-f band 
a directive antenna of reasonable size could be con- 
structed to obtain the advantage of power gain and di- 
rectivity. However, directive antennas aboard ship are of 
doubtful use. Since ships are on constantly changing 
courses, a receiving ship would not know in which di- 
rection to train the antenna to receive a signal from a 
given ship. 

For point-to-point communications the directive an- 
tenna is very desirable. Two of the principal advantages 
of using a directive antenna are (1) the power gain and 
directivity obtained for transmitting and (2) the in- 
creased signal-to-noise ratio for receiving. 

One type of directive antenna is the V antenna shown 
in figure 7-1. This antenna is relatively easy to construct 
and has fairly high gain. The antenna shown in figure 
7-1,A, is the resonant type. When fed with tuned feeders, 
it will operate on several harmonically related bands. 
The resonant V antenna has a bidirectional pattern. 
Several factors determine the directivity of the V an- 
tenna—the height above the ground, the angle enclosed 
between the legs, and the length of the legs. The angle 
of radiation is determined to some extent by the angle 
between the antenna and the horizontal. 

Figure 7-1,B, shows the nonresonant V antenna. The 
legs of this type terminate in their characteristic im- 
pedances and the antenna has a unidirectional pattern. 
Each of the legs is terminated in a resistance of from 
400 to 800 ohms. The resistors are adjusted for minimum 
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standing waves. Since the antenna is nonresonant, it 
will operate over a relatively wide range of frequencies 
without adjustment as compared to the resonant V 
antenna. 


DIRECTIVITY 
FOR RECEWING 


A 


DIRECTIVITY 
FOR RECEIVING 


B 


Figure 7-1.—V antenna, A, Resonant; B, nonresonant. 


Two or more V antennas may be stacked to form an 
array to get additional gain and directivity. However, 
with this scheme the antenna must be resonant. A more 
elaborate type of V antenna is the RHOMBIC ANTENNA 
shown in figure 7-2. This antenna has excellent direc- 
tivity, high gain, and, since it is nonresonant, will oper- 
ate over a wide band of frequencies without adjustment. 
The rhombic antenna has a unidirectional pattern and is 
terminated in its characteristic impedance which is about 
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800 ohms. This antenna is generally designed to operate 
at frequencies between 5 and 30 megacycles. The legs 
are usually about three wavelengths long. 


OIRECTIVITY 


Figure 7-2.—Rhombic antenna. 


MODEL RBB AND RBC RECEIVERS 


The basic superheterodyne receiver is discussed in 
Electronics Technician 3. The purpose of this chapter 
is to point out and explain some of the refinements of 
the basic receiver. The RBB and RBC together with the 
RBA receiver make up a series of receivers which cover 
the frequency spectrum from 15 kilocycles to 27 mega- 
cycles. The RBB and RBC receivers are similar in de- 
sign and construction. Both use an external power supply. 

A photograph of the RBB receiver appears in figure 
7-3. 

Both receivers are divided into two sub-assemblies 
—the preselector and the i-f/a-f section. They are bolted 
together and housed in the same cabinet. The preselector 
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Figure 7-3.—Navy Model RBB receiver. 


contains the antenna circuit, local oscillator, mixer, and 
r-f amplifiers. The i-f/a-f section includes the i-f ampli- 
fiers, c-w oscillator, silencer, noise limiter, second de- 
tector, and audio amplifiers. The i-f/a-f sections in the 
RBB and REC receivers are identical with the exception 
of the audio band-pass filters. 


Antenna Input Circuit 


The antenna input circuit can be set up so that the 
receiver may be used with several different antenna sys- 
tems. The antenna jack on the rear of the receiver is 
connected to a system of links that may be positioned 
to match the input to different antennas or to different 
coaxial lines. Two of the possible arrangements obtained 
by different link connections are (1) operation of one or 
mcre RBB or RBC receivers from the same antenna 
or transmission line and (2) operation of an RBB re- 
ceiver with other low-frequency receivers from a com- 
mon antenna. The link arrangements for the RBB and 
RBC are similar. 


195 


Referring to the schematic diagram of the preselector 
unit of the RBB shown in figure 7-4 notice that, depend- 
ing on the positions of the links, the antenna may be 
connected to either of two antenna coupling coils. The 
input coupling coils are designed to resonate with the 
antenna below the low frequency limit of the associated 
band and to match the receiver input to antenna circuit 
impedances varying from 300 ohms at the high end of 
the receiver range to about 1500 ohms at the low end. 

The antenna coupling coils are magnetically coupled 
to a tuned circuit composed of capacitor C149A and the 
coil selected by band switch 8102. This tuned circuit 
is in turn magnetically coupled to another tuned grid 
input circuit of the first r-f amplifier V101. Capacitor 
C149B tunes this resonant tank circuit. The extra tuned 
tank circuit increases the selectivity of the receiver. 
The voltage limiter V105 is a small gas tube which ionizes 
in case excessive voltage is developed across the first 
tuned tank circuit. This protects the tuned circuit against 
damage that might be caused by energy from nearby 
transmitting antennas. Capacitor C128 is the ANTENNA 
COMPENSATOR control and is used to resonate the first 
tuned circuit with the antenna. 


R-F Amplifiers 


A-v-c voltage is applied to the first r-f amplifier through 
resistor R109. Capacitors C149A, B, C, D, and E are 
ganged on a common shaft. These capacitors tune the 
receiver. The r-f amplifiers are conventional in design. 
An i-f wave trap in the screen circuit of the first r-f 
amplifier blocks interfering i-f signals and is especially 
useful in blocking interference from low-frequency trans- 
mitters located close by. If the trap were not present 
these signals would go straight through the i-f amplifiers. 
The trap is parallel resonant to the i-f and causes de- 
generative feedback which tends to cancel the unwanted 
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Figure 7~4.—Schematic diagram of the preselector unit. 
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signal. The action is similar to that of an unbypassed 
cathode resistor except that the resonant tank increases 
the amount of degenerative feedback and makes it fre- 
quency sensitive. 


Local Oscillator 


The local oscillator of the RBB receiver is specially 
designed for good stability under adverse operating con- 
ditions. Varying humidity, temperature, supply voltage, 
and vibration have little effect on the oscillator frequency. 
The oscillator is an electron-coupled oscillator. Different 
frequency bands are selected with switch S105. A section 
of the tuning capacitor, C149E, tunes the oscillator. 

To insure stability the components have low tempera- 
ture coefficients of expansion and the plate and screen 
voltages are obtained from a voltage regulator in the 
power supply. Stability is further improved by a current 
regulator in the filament circuit. Potentiometer R116 is 
adjusted to a value such that any variation in the fila- 
ment supply voltage will not affect the filament voltage. 

Capacitors C145, C146, C147, and C148 are trimmer 
capacitors. Capacitors C101, C102, C103, and C104 are 
negative temperature coefficient capacitors. As the tem- 
perature of the tuning capacitor and the trimmer capaci- 
tors increases, their capacity tends to increase. The in- 
creased capacity is compensated for by the negative tem- 
perature coefficient capacitors which decrease in capacity 
as temperature increases. Capacitors C108, C109, C110, 
and Cl1ll are padding capacitors connected in series 
with the tuning capacitors and the trimmers to reduce 
their capacity so that the oscillator will track 400 ke 
above the incoming frequency. 

The output of the local oscillator is capacitively coupled 
to the cathode of the mixer tube. The incoming signal is 
coupled from the second r-f amplifier to the control grid 
of the mixer tube. The two frequencies heterodyne and 
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the difference frequency, 400 kc, is amplified by the i-f 
amplifiers. 


|-F/A-F Section 


The i-f/a-f section is the same for both the RBB and 
REC receivers with the exception of the audio filters. Five 
different types of reception are possible by positioning the 
RECEPTION TRANSFER switch. Figure 7-5 is a simplified 
schematic diagram of the i-f stages when the reception 
transfer switch is in the MOD position. Tne i-f amplifiers 
are conventional in design. The i-f transformers are 
shown on the diagram as having only one secondary wind- 
ing. Actually each transformer has three secondary wind- 
ings. Only one of these is used at a time. Each secondary 
has a different amount of coupling with respect to the 
primary. The winding selected depends on the position of 
the RADIO SELECTIVITY switch. Changing the position of 
this switch changes the selectivity of the receiver by 
altering the coupling between the primary and secondary 
windings of the i-f transformers. 

Potentiometer R361A is in series with the i-f amplifier 
cathodes and controls the gain of these stages by varying 
the cathode bias. When the reception transfer switch is 
in the MOD-AVC position, the manual gain controls are 
removed from the circuit. The a-v-c voltage then controls 
the gain of the r-f amplifiers and the first two i-f am- 
plifiers. A-v-c voltage is not applied to the third i-f 
amplifier. 

A simplified schematic diagram of the i-f/a-f unit when 
the reception transfer switch is in the MOD-AVC position 
is shown in figure 7-6. The output of the third i-f amplifier 
is applied to the detector. The audio output of the 
detector appears across the diode load resistors R347 
and R348. Only half of the audio voltage is coupled to 
the grid of the first audio amplifier. Potentiometer R363A 
is the audio gain control and is labeled ‘‘Output Level” 
on the front panel of the receiver. 
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Figure 7-5.—Simplified schematic diagram of the i-f amplifier stages with the reception transfer switch in the MOD position 
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Figure 7-6.—Simplified schematic diagram of the i-f/'a-f section with the reception transfer switch in the MOD-AVC position. 


Noise Limiter 


A noise limiter prevents impulse noise from going 
through the audio amplifiers. When strong impulses of 
noise are received, the noise limiter acts as an open 
switch between the detector and the first audio amplifier. 
The noise limiter diode normally acts as a low resistance 
in series with the detector output and the audio amplifier 
input. With the noise limiter switch S303 ON and a nor- 
mal signal being detected, the output appears across the 
two diode load resistors which are of equal value. The 
detector output is essentially a d-c voltage varying at an 
audio rate. Due to the current flow through the de- 
tector, the end of resistor R347 connected to resistor 
R345 is negative with respect to ground. 

The full negative output voltage of the detector is cou- 
pled to the cathode of the noise limiter while the plate 
of the noise limiter is somewhat less negative. In this 
condition the noise limiter diode conducts and the audio 
signal appears on the grid of the first audio amplifier. 
Now, if a pulse of noise is detected by the detector, 
it will appear as a sharp spike of voltage across the de- 
tector load and resistor R345. The pulse voltage across 
resistor R345 makes the plate of V306 momentarily nega- 
tive with respect to its cathode during the time required 
to charge C320 through R345. The noise limiter diode 
ceases to conduct during this interval and the noise 
pulse is bypassed to ground through C320. 

Delayed a-v-c voltage is obtained from the second half 
of V305. The circuit is designed so that no a-v-c voltage 
is applied to the r-f or i-f stages when weak signals are 
being received. A positive bias is connected to the cathode 
of the a-v-c diode by means of the bleeder network R327, 
R328, R325 and R821. If the diode is to conduct and 
supply a-v-c voltage, its plate potential must overcome 
this bias on the cathode. The plate voltage is part of 
the i-f signal voltage coupled through capacitor C306. 


377951 O-56-14 201 


For weak signals this voltage is small and the diode does 
not conduct. When a voltage sufficient to overcome the 
bias on the cathode is coupled onto the plate, the diode 
conducts and a voltage appears across resistors R355 and 
R338. Capacitors C342A and resistor R354 filter this 
voltage. 

The time constant of the filter is long enough to remove 
the audio variations from the a-v-c voltage and short 
enough to allow the a-v-c voltage to vary with slow fading 
of the received signal. The a-v-c voltage developed across 
R338 is fed to the grid of the first audio amplifier to 
control the gain of this stage. 


Silencer 


A simplified schematic diagram of the i-f/a-f section 
with the reception transfer switch in the MOD—AVC-SIL 
position is shown in figure 7-7. The silencer circuit cuts 
off the receiver output when the input level of the signal 
falls below a predetermined level. The point at which 
the silencer circuit cuts off the receiver output is deter- 
mined by adjusting the silencer control R369 on the front 
panel of the receiver. 

The full output of the detector is applied to the grid 
of silencer amplifier V308 through resistor R358. Since 
the amplitude of this voltage depends on the strength 
of the received signal, the bias on the silencer amplifier 
also depends on the strength of the received signal. There- 
fore the plate current and plate voltage also depend 
on the strength of the received signal. The bias from 
the detector is zero, when no signal is being received. 
The cathode of the silencer diode V309 is biased by a 
positive voltage obtained from a voltage divider, R369 
and R334. The plate voltage of this diode depends on the 
plate voltage of the silencer amplifier V308. 

Screen voltage for the silencer amplifier is obtained 
from the silencer control potentiometer R369. Increasing 
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the screen voltage increases the plate current. This in 
turn decreases the plate voltage on the silencer amplifier 
and the silencer diode. When a signal is received, the de- 
tector output biases the silencer amplifier causing a de- 
crease in plate current and an increase in plate voltage. 
If the signal is strong enough, the plate voltage on the 
silencer diode will be sufficient for it to conduct and 
pass the signal to the first audio amplifier. 

Adjusting potentiometer R369 determines the ampli- 
tude of received signals below which the silencer diode 
will not conduct and no signal will appear at the output. 
The silencer grid will not receive impulse noises even 
though they are considerably above the predetermined 
level at which the noise limiter functions because of the 
long time constant of resistor-capacitor combinations 
R358-C372 and R351-C373A and B. The silencer circuit 
may be adjusted to operate with an input signal in the 
range of 5 to 10,000 microvolts with the silencer control. 


Input Meter 

A simplified diagram of the input meter circuit is 
shown in figure 7-8. Since a-v-c voltage is necessary 
for this circuit to operate, an indication will be available 
only when the reception transfer switch is in the MOD- 
AVC or the MOD-AVC-SIL positions. When no signal is 
being received, no a-v-c voltage is applied to the first i-f 
amplifier. The meter circuit is similar to a simple bridge 
arrangement. Resistor R321 is the zero adjustment for 
the bridge. This control is mounted on the front panel 
of the receiver and is labeled ‘‘Zero Adjust.” This con- 
trol is adjusted so that the input meter indicates zero, 
when no signal is being received. This balances the bridge 
and no difference in potential exists across the meter. 
Potentiometer R368 is a screw-driver adjustment used 
to set the maximum deflection as required to compensate 
for conditions of variation in over-all gain, tube replace- 
ment, and so forth. 
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If a-v-c voltage is applied to the grid of V301, its plate 
current and the current through resistor R309 decreases, 
unbalancing the bridge, causing current to flow through 
the meter. The amount of unbalance of the bridge de- 
pends on the amount of a-v-c voltage which in turn de- 


Figure 7-8.—Simplified diagram of the input meter circuit. 


pends on the strength of the received signal. The greater 
the strength of the received signal, the greater the de- 
flection on the meter. The meter is calibrated in decibels 
using 1 microvolt as the reference level. Maximum. de- 
flection is 120 db, which corresponds to a 1-volt signal 
input at the antenna. 


C-W Oscillator 


Placing the reception transfer switch in the cw posi- 
tion applies plate voltage to the beat frequency oscillator 
(BFO). A simplified schematic diagram with the recep- 
tion transfer switch in the cw position is shown in 
figure 7~9,A, and in the CW-OL position, figure 7-9,B. The 
circuit.for CW-OL operation is the same as for CW opera- 
tion except that the output limiter circuit is connected 
in the former and not in the latter. The output of the 
BFO is coupled to the cathode of the detector tube and 
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Figure 7-9.—Simplified schematic diagram of the i-f/a-f unit. A, With the 
reception transfer switch in the CW position; B, with the reception transfer 
switch in the CW-OL position. 


heterodynes with the i-f signal. The BFO frequency is 
201 kc and the i-f is 200 kc. The difference frequency of 
1 ke is coupled to the first audio amplifier. Capacitor 
C301 is placed across the oscillator tank and is mounted 
on the front panel of the receiver. This capacitor varies 
the oscillator frequency and the pitch of the beat note tone 
as desired by the operator. 


A-F Circuits 


An output limiter is incorporated in the RBB receiver 
to hold the output of c-w signals fairly constant with 
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changes in signal strength. The reception transfer switch 
in the CW-OL position places V308 in the circuit as an 
audio amplifier. This added amplification is needed to 
raise the audio level to a value high enough to ensure 
efficient limiting action. Varying the position of the 
OUTPUT LEVEL control R363B varies the positive cathode 
bias on V306. A signal coupled through capacitor C323 
must have an amplitude greater than this bias, if V306 is 
to conduct and limit the signal. Tube V306 limits the posi- 
tive portion of the audio signal while V309 limits the 
negative portion. The output is capacitively coupled to the 
second audio amplifier. 

The second audio amplifier and the audio power ampli- 
fier are shown in figure 7-10. These stages are conven- 
tional in design. Negative feedback is used to keep the 
audio output of the receiver constant when the load is 
varied across the output transformer. Meter M301 is a 
voltmeter mounted on the receiver front panel. It indi- 
cates the plate voltage of the receiver. Meter M303 is 
the output meter and is similar to the output meter de- 
scribed for the RBA receiver in chapter 6. 

The power supply is a conventional full-wave circuit 
with a regulated output. All of the output voltages of 
the power supply are connected to receptacles on the 
front panel and then through a cable to the receiver. A 
schematic diagram of the power supply is shown in figure 
7-11. In an emergency two receivers may be operated 
from the same power supply. 


MODEL FRA FREQUENCY-SHIFT CONVERTER 


Chapter 4 contains a discussion of the model FSB 
frequency-shift keyer used to change the output of a tele- 
typewriter into frequency variations of an r-f carrier. 
At a receiving station a standard Navy receiver in con- 
junction with a suitable converter changes the signals 
back into their original form. The output of the converter 
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Figure 7-10.—Simplified schematic diagram of the second audio 
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Figure 7-11.—Schematic diagram of the power-supply unit. 
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is a series of d-c pulses which actuate the selector mag- 
nets in the receiving teletypewriter. The FRA frequency- 
shift converter used in conjunction with an RBB receiver 
for teletypewriter application is described in this chap- 
ter. A photograph of the FRA is shown in figure 7-12. 


Figure 7-12.—Model FRA frequency-shift converter. 


The converter is connected to the receiver through a 
coupling kit. A photograph of the component in Navy 
type CRV-10563 coupling kit used to connect the RBB to 
the FRA is shown in figure 7-13,A. A schematic of the 
coupling kit is shown in figure 7-13,B. The input of the 
kit is coupled through capacitor C501 to the plate of the 
last i-f amplifier in the RBB receiver. The coupling kit 
adds a small amount of capacity across the last i-f 
transformer which makes it necessary to readjust this 
transformer to resonance after the connection is made. 
Pentode V501 is connected as a cathode-follower stage 
having a low output impedance. The cathode follower 
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Figure 7-13.—Coupling kit Navy type CRV-10563. A, Photograph; 
B, schematic. 


has a high input impedance which insures that the re- 
ceiver i-f stage is not loaded appreciably. The low output 
impedance makes it convenient to connect the kit to the 
converter through a coaxial cable. A low-pass filter is 
included in the coupling kit to prevent any signals above 
550 ke from entering the converter. Plate and filament 
voltage is obtained from the receiver. 
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A schematic diagram of the FRA converter is shown 
in figure 7-14. The input to the converter is fed through 
jack J204 to the primary of transformer T101. This 
transformer matches the low impedance of the coaxial 
cable to the high impedance of the input grid circuit. 
Tube V101 functions as an ordinary i-f amplifier stage. 
The output of the i-f amplifier is coupled to the grid of 
limiter V102. The limiter stage provides a constant 
amplitude signal for the locked oscillator. The high re- 
sistance of R106 reduces the limiter screen voltage to a 
very low value. Because of the low screen voltage and 
very small plate load resistor any signal applied to the 
limiter grid appears at the output as a signal of small 
constant amplitude. 


Limiter and Locked Oscillator 


The constant amplitude signal varying from 425 cycles 
above to 425 cycles below a center frequency is the input 
to the locked oscillator. For the RBB the center fre- 
quency is 400 ke. 

If two self-excited oscillators are closely coupled and 
are oscillating near the same frequency, they tend to lock 
in together and synchronize. In the case of the FRA the 
input signal is closely coupled to the locked oscillator and 
therefore the frequency variations of the input signal are 
imparted to the output of the oscillator. (The grids of 
V103 are referred to by numbers starting with the grid 
closest to the cathode as number 1.) The input signal is 
placed on grid 1. Grids 2, 4, and 3, together with the 
cathode form a triode connected as an oscillator. This 
oscillator is tuned to 400 kc. 

The input signal has a center frequency of 400 ke and 
the two signals lock in. Grid 1, grid 2, grid 4, and the 
cathode form a triode amplifier. Since the plate of the 
triode amplifier and the plate of the oscillator are the 
same element, any frequency variations of the input vary 
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the frequency of the locked oscillator. The output of the 
locked oscillator is coupled to the plate of V103 through 
the electron stream and appears across the discriminator 
transformer T104. 

The amount of frequency variation or shift of the 
locked oscillator depends on the amplitude of the input 
signal as well as the frequency variations of the input 
signal. Changing the amplitude of input signal with S101 
changes the amount of variation of the locked oscillator 
output frequency. The narrow position of $101 is used to 
prevent a strong interfering signal near the frequency 
of the received signal from locking in with the locked 
oscillator. 


Discriminator 


The output of the locked oscillator is fed to a Foster- 
Seeley discriminator circuit where the frequency varia- 
tions are converted into amplitude variations. The output 
of the discriminator is essentially d-c pulses like the d-c 
pulses fed originally to the frequency shift keyer. 

Meter M202 is the: tuning indicator. To use the indi- 
cator tune a signal in on the receiver. As the frequency 
of the receiver approaches the frequency of the signal, 
the meter needle suddenly moves to one side of the scale. 
Tuning the receiver farther in the same direction causes 
the meter needle to pass through zero and move to the 
other side of the scale an equal amount. Correct tuning 
of the receiver is achieved when the meter needle passes 
through zero. However, if the transmitter is sending out 
a steady mark, the needle does not indicate zero for 
correct tuning of the receiver, but normally moves to the 
right of the zero mark. With a normal signal the average 
output of the discriminator, as far as the meter is con- 
cerned, is zero and the meter needle indicates zero. 

Meter M202 is actually a voltmeter which measures 
the output voltage of the discriminator. Switch S102 is 
the output reversal switch. In normal frequency shift 
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Figure 7-14.—-Schematic diagram of the FRA converter. 
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keying operation the mark output of the teletypewriter 
causes the transmitter frequency to increase while the 
space output causes it to decrease. It is possible that in 
some cases the reverse situation may be true. The FRA 
converter output will then have the reverse polarity of 
the original marks and spaces. Changing the position of 
switch $102 restores the correct polarity of the signals. 
Output from the discriminator is coupled through capaci- 
tor C201 and appears across THRESHOLD control R202, 
which controls the input to the audio amplifier. 

The audio amplifier amplifies the d-c pulses and its 
output is connected to SPEED switch S201. In the HIGH 
position the signals are coupled directly through capaci- 
tor C205 to the locking circuit. In the LOw position the 
signals pass through a low-pass filter which attenuates 
high frequency noise above 200 cycles. 


Locking Circuit 


In order to hold either long space or locking circuit 
mark signal until] a pulse of the opposite polarity’ is re- 
ceived, as might be the case in receiving facsimile signals, 
a locking circuit is incorporated in the FRA converter. 
The locking circuit, V202 and V208, is similar in opera- 
tion to an Eccles-Jordan multivibrator circuit. The lock- 
ing circuit has two steady state conditions, (1) either 
V202 is conducting and V203 is cut off or (2) V202 is 
cut off and V203 is conducting. Normally V202 is con- 
ducting when the transmitting equipment is sending a 
SPACE signal and nonconducting when the transmitter is 
sending a MARK signal. 

Consider the first condition of the circuit with V202 
conducting and V203 cut off (when the transmitting 
equipment is sending a space signal). A negative pulse 
applied to the grid of V202 reduces its plate current 
and the plate voltage increases. The increased plate volt- 
age is coupled to the screen grid of V203 causing V203 
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to conduct. When V203 conducts, its plate current in- 
creases and its plate voltage decreases. 

The decreasing plate voltage is coupled to the screen 
grid of V202. The decreased screen voltage is sufficient 
to cut off V202. Now the original conditions are re- 
versed. V202 is cut off and V203 is conducting. If an- 
other negative pulse is placed on the grid of V202, noth- 
ing happens because the tube is already cut off. However, 
a positive pulse corresponding to a transmitted MARK 
signal will cause tube V202 to conduct thereby reducing 
the screen voltage of V203 and causing the latter tube 
to cut off. This corresponds to condition (1) in which 
the locking circuit is in readiness to receive a negative 
pulse (SPACE signal from the transmitter). 


Mark Return Circuit 


A MARK RETURN circuit prevents the locking circuit 
from remaining in the SPACE condition for longer than 
200 milliseconds—that is, it prevents V203 from remain- 
ing cut off for a period longer than 200 milliseconds. 
The mark return circuit is composed of V204 and its 
associated components. 

If a burst of noise causes V203 to cut off (correspond- 
ing to a steady space signal) the mark return circuit 
after 200 milliseconds returns. the locking circuit to the 
steady mark condition in which V203 is conducting and 
V202 is cut off. Placing S202 in the ON position connects 
an R-C filter circuit from the plate of V203 to ground. 
After 200 milliseconds C207A charges to about 105 volts 
which is sufficient to cause the VR-75 tube to conduct. 
The voltage across C207A immediately decreases to 75 
volts and the discharge of C206 applies a negative pulse 
to the grid of V202 cutting this tube off. 

As soon as V202 is cut off V203 returns to a con- 
ducting condition. When V203 is conducting, its plate 
voltage is not sufficient to charge C207A enough to fire 
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the VR-75 tube. The circuit remains at a steady mark 
condition until noise again operates the circuit or normal 
signals are received. Switch S202 is placed in the OFF 
position when receiving facsimile signals, since these sig- 
nals may consist of long spaces (in excess of 200 milli- 
seconds) and long marks. 


Squelch Circuit 


The FRA also has a squelch circuit to insure that sig- 
nals below a predetermined level will not operate the 
converter. The grid of squelch tube V205 is connected 
to a voltage divider. The voltage divider is connected be- 
tween the grid of the limiter stage and ground. When a 
signal is received, the limiter develops grid leak bias 
across this voltage divider. Part of this bias is placed 
on the grid of the squelch tube. Resistor R219 and capaci- 
tor C210C form an R-C filter with a time constant of 200 
milliseconds. 

The R-C filter prevents peaks of noise from actuating 
the squelch tube. The plate of the squelch tube is con- 
nected through a resistor to the plate of tube V203 in 
the locking circuit. The plate current of V205 and V203 
flows through a common resistor, R233. With no signal 
input to the converter nod grid leak bias is developed by 
the limiter and no bias is applied to the squelch tube. If 
the MARK RETURN switch $202 is on, V203 is conducting 
and its plate voltage is low. The lack of bias on the 
squelch tube causes still more current to flow through 
the common load resistor. The plate current of the squelch 
tube further reduces the plate voltage on V203 keeping 
the locking circuit in a steady mark condition. With no 
signal being received, the gain of the receiver is adjusted 
to the point where the squelch tube just conducts. When 
a signal is received, the limiter develops grid leak bias 
and cuts off the squelch tube which decreases the cur- 
rent through R233 and restores normal plate voltage to 
V203. The locking circuit now operates normally. 
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The amount of grid leak bias needed to cut off the 
squelch tube is constant. However, adjusting the gain 
control of the receiver varies the amplitude of the signal 
coupled to the converter. If only a small amount of the 
received signal is coupled to the converter, a strong 
signal input to the receiver is needed to develop the bias 
to cut off the squelch tube. A weak signal would be am- 
plified in the converter as much as a strong signal, but 
the amplitude of the weak signal would not be sufficient 
for the limiter to develop enough bias to cut off the 
squelch tube. As a result the converter would remain in 
the steady mark condition. Obviously the receiver gain 
should be increased sufficiently to eliminate this condi- 
tion. 

Power Locking Stage 


The POWER LOCKING STAGE (V206, V207, and associated 
power supplies) is used to obtain the necessary power 
to actuate a teletypewriter. Two arrangements of the 
power locking stage are possible. One position of switch 
S203 provides for polar operation and the other position 
provides for neutral operation. The operation of the 
power locking circuit is similar to the operation of the 
locking circuit (V202 and V203). 

A simplified schematic diagram of the circuit for polar 
operation is shown in figure 7-15,A. Assume that a steady 
mark signal is being received. Tube V206 is conducting 
and V207 is cut off. The path of current flow for this 
condition is from the plate of V206 through the power 
supply, the center tap of the high voltage transformer, 
R213, R232, M201, the load, and the cathode of V206. 
The current flowing through R213 causes a voltage drop 
which is coupled through R214 to the grid of V207. Since 
this grid voltage is negative with respect to the cathode 
tube V207 is cut off. Tube V206 is cut off when a negative 
pulse is placed on its grid. Cutting off V206 removes the 
bias voltage from the grid of V207, since there is no 
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Figure 7-15.—Simplified schematié diagram of the power 
locking circuit. A, Polar operation; B, neutral operation. 
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voltage drop-across resistor R213. This allows tube V207 
to conduct. Starting at the plate of V207 current flows 
through the other power supply, the center tap of the 
high voltage transformer, R211, the load, M201, R232, 
and the cathode of V207. Bias voltage for V206 is devel- 
oped across R211. This bias keeps V206 cut off. 


Rheostat R212 is used to adjust the amount of current 
flowing through the load. The rheostat has a front panel 
control labeled ‘““DC Output.’”’ Meter M201 indicates the 
amount of current flowing through the load. From the 
foregoing explanation it can be seen that current flows in 
one direction through the load for a mark and in the other 
direction for a space. This corresponds to polar operation. 


A simplified schematic diagram of the power locking 
circuit for neutral operation is shown in figure 7-15,B. 
In neutral operation current flows through the load only 
during the mark signals. Space signals produce no output. 
Assume that a steady mark signal is being received. Tube 
V206 is conducting and V207 is cut off. The path of cur- 
rent for this condition is from the plate of V206, through 
the power supply, the center tap of the high voltage trans- 
former, R212, R232, M201, the load, ground, and the 
cathode of V206. If a negative pulse applied to the grid 
of V206 cuts off this tube, the bias developed across R212, 
R232, and the load is removed from the grid of V207 
allowing this tube to conduct. Current flows from the 
plate of V207 through the power supply, the center tap 
of the other high voltage transformer, resistor R211, 
ground, and the cathode of V207. Notice that, when V207 
conducts (corresponding to a space signal), no current 
flows through the load. This corresponds to neutral opera- 
tion. 


Tone Oscillator 


The tone oscillator, V208 figure 7-14, is a phase-shift 
oscillator. The output appearing at the plate is shifted 


218 


180° by an R-C phase-shifting network and is fed back 
to the grid to sustain oscillations. The oscillator operates 
continuously with its output coupled to the grid of the 
keyer tube through capacitor C214. The keyer tube nor- 
mally is conducting and its output is fed to jack J202. 


The bias developed across resistor R211, when V207 is 
conducting (corresponding to a space signal), is supplied 
to the suppressor grid of the keyer tube. The bias is 
sufficient to cut off the tube and interrupt the tone to 
jack J202. When a mark signal is received, the bias across 
R211 is zero and the keyer tube conducts, passing the tone 
to the jack. The tone can then be fed over telephone lines 
to another converter which excites a teletypewriter lo- 
cated at some point remote from the FRA converter. 


SCR-608 TRANSMITTER-RECEIVER 


General Description 


The SCR-608 transmitter-receiver is an army equip- 
ment originally designed for installation in vehicles. How- 
ever, many ships have this equipment for communications 
to units ashore and for gunfire support communications. 
The primary power for the SCR-608 usually is 12 or 24 
volts batteries. High voltage for both the transmitter and 
the receivers is obtained from dynamotors. A photograph 
of the SCR-608 is shown in figure 7-16. The transmitter 
is crystal-controlled and employs frequency modulation. 
The normal power output of the transmitter is 20 watts. 
The transmitter and the receivers cover the frequency 
range from 27.0 to 38.9 Mc. Any one of ten preset fre- 
quencies may be selected by push buttons on the trans- 
mitter and on the receivers. In addition to push-button 
tuning the receiver tuning is continuously variable as in 
the conventional type of receivers. 
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Figure 7-16.—SCR-608 transmitter-receiver. 
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BC-684 Transmitter 


Most of the stages of the BC-684 transmitter are con- 
ventional with the exception of the circuits used to obtain 
the frequency modulation. A simplified diagram of this 
transmitter is shown in figure 7-17. The first stage of the 
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Figure 7-1 7.—Simplified diagram of the f-m transmitter BC-684. 


transmitter is a crystal-controlled oscillator which oper- 
ates with any one of 80 crystals. The frequencies of these 
crystals range from 370.37 to 516.667 ke. The output of 
the oscillator is coupled to an r-f amplifier which isolates 
the oscillator from the following stages and also provides 
some amplification. The plate of the r-f amplifier is shunt 
fed through an r-f choke. 

The output of the r-f amplifier is impressed across the 
tuned tank circuit containing a nonlinear reactance coil. 
This coil saturates with low values of r-f current and 
sharp pulses of voltage are produced as shown in figure 
7-18. The flux is changing at its fastest rate between 
points A and B causing a pulse of induced voltage. 
Above point B the nonlinear coil is saturated and 
the increasing r-f current causes negligible change in 
flux, hence negligible induced voltage in the coil. Between 
points C and D the current is again below the amount 
required to saturate the coil and the rapid change of flux 
causes a second pulse of voltage, this one of opposite 
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Figure 7-18.—Voltage pulses developed across the nonlinear 
reactance coil. 


polarity to the first. The induced voltage pulses are in 
quadrature with the r-f current when only the output of 
the r-f amplifier is applied across the coil. 

During modulation the audio amplifier output in addi- 
tion to the r-f amplifier output is applied across the non- 
linear coil. The input and output waveforms of the non- 
linear coil for this condition are shown in figure 7-19. 
The r-f carrier current (figure 7-19,A) and the voice 
current (figure 7-19,B) add to produce the resultant cur- 
rent in figure 7-19,C. The audio (voice) current is shown 
as only a single frequency. The points at which the com- 
bined currents go through zero do not occur at the same 
instant of time as for the pure r-f current. Therefore the 
pulses of induced voltage developed across the nonlinear 
coil no longer occur at regular intervals but vary in time 
as shown in figure 7-19,D. Changing the time at which 
the induced voltage pulses occur is equivalent to varying 
their frequency. However, this is not true frequency 
modulation. It is actually phase modulation. The broken 


222 


vertical lines in the figure pass through the points at 
which the combination of r-f and a-f currents is zero. By 
comparing the zero points for the combined currents with 
the zero points for the pure r-f current, the time differ- 
ences can be noted. 
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Figure 7-19.—Input and output waveforms of the nonlinear coil. A, rf 
curent) B, a-f current; C, combination of r-f and a-f; D, inductive pulses of 
voltage. 


In f-m systems which use phase modulation it is neces- 
sary to prevent a signal that changes in audio frequency 
but remains at constant amplitude from influencing car- 
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rier swing. In a true f-m transmitter the carrier fre- 
quency deviation depends only-on the amplitude of the 
a-f signal. In the phase modulation system the carrier 
deviation depends on both the amplitude and the fre- 
quency of the audio signal. This condition is eliminated by 
varying the gain of the audio amplifier inversely with 
the audio frequency. 

The output of the nonlinear coil contains both positive 
and negative voltage pulses. Because of the time relation 
between the positive and negative pulses, one set must 
be eliminated to prevent serious frequency distortion. 
This elimination is accomplished in the rectifier stage 
following the nonlinear coil. The rectifier is actually a 
class-C amplifier. Since this stage is biased beyond cutoff, 
the negative pulses are eliminated from the output. 

The output of the nonlinear coil*has a strong ninth 
harmonic content. The plate circuit of the rectifier is 
tuned to this harmonic. The amount of frequency devia- 
tion obtained in the nonlinear coil is small. However, in 
frequency multiplier stages following the nonlinear coil, 
the deviation is increased. The frequency of the voltage 
pulses is multiplied 54 times in the stages following the 
nonlinear coil. 


BC-683 Receiver 


The BC-683 is a 10-tube superheterodyne receiver ca- 
pable of receiving frequency modulated signals from 27.0 
to 38.9 Mc. Any one of ten preset frequencies may be 
selected by pressing the correct push button. The entire 
range of the receiver can be covered also by the manual 
tuning control. A block diagram of the BC-683 is shown 
in figure 7-20. The r-f, i-f, and discriminator circuits are 
conventional. An i-f oscillator is used for alignment. 

A delayed automatic volume control circuit in the re- 
ceiver reduces the gain of the r-f and the first i-f ampli- 
fiers for strong incoming signals. To prevent the gain 
of the receiver from being reduced on weak signals, a 
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delay bias is placed on the delayed a-v-c diode. The sen- 
sitivity control determines the amount of bias on the 
diode and, therefore, determines how large the incoming 
signal must be to operate the delayed a-v-c circuit. 
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Figure 7-20.—Block diagram of the BC~683 receiver. 


Figure 7-21 is a schematic diagram of the delayed 
a-v-e circuit. A positive bias obtained from the voltage 
divider is placed in series with the negative component 
of the discriminator output to the cathode of the delayed 
a-v-c diode. When no signal is being received, there is 
no discriminator output and only the bias appears on the 
cathode. In this condition the cathode is positive with 
respect to the plate and the diode does not conduct. The 
sensitivity control may be used to vary’ the amount of 
positive bias by changing the current through the voltage 
divider. When a signal is received, the d-c component of 
the discriminator output being negative subtracts from 
the positive voltage on the cathode of the delayed a-v-c 
diode. If the d-c voltage is large enough, the diode will 
conduct. 

A negative bias is placed on the grids of the r-f and the 
first i-f amplifier because of the voltage drop across the 
sensitivity control and across resistor R24. However, 
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Figure 7-21.—Schematic diagram of the delayed a-v-c circuit. 


when the diode conducts, an additional bias is placed on 
these grids because of the voltage drop across resistor 
R14. This voltage reduces the gain of the r-f and the 
first i-f amplifiers. The greater the discriminator voltage, 
the greater the current through the diode and the greater 
the additional bias. Resistors R82 and R84 are isolating 
resistors to prevent the audio signal appearing across the 
discriminator from being affected by the voltage divider. 
The SENSITIVITY control also controls the amount of fixed 
bias to the r-f and i-f amplifiers. 

A squelch circuit is incorporated in the BC-683 receiver 
to block the first audio amplifier tube, when no signal 
is being received and thereby eliminates noise from the 
speaker between transmissions. A schematic diagram of 
the squelch circuit is shown in figure 7-22. The voltage 
drop across resistor R95 is applied between the grid and 
cathode of the squelch tube. The grid is positive with 
respect to the cathode and the tube conducts. The plate 
current flows through resistor R17 and develops a bias 
voltage on the grid of the first a-f amplifier. The grid 
is negative with respect to the cathode and the first audio 
amplifier is cut off. No output is heard from the receiver. 
When a signal is received, the negative d-c component 
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of the discriminator signal opposes the positive bias 
across resistor R95. If the discriminator output is suf- 
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Figure 7-22.—Schematic diagram of the squelch circuit. 


ficient, the squelch tube is cut off and the negative bias 
on the grid of the first audio amplifier is removed. This 
permits normal operation of the first audio amplifier. 
The CALL SIGNAL lamp lights when a signal is received 
which is strong enough to cut off the squelch tube. With 
the squelch tube cut off, the audio amplifier tube con- 
ducts, and sufficient voltage is developed across resistor 
R19 to fire the lamp. The sensitivity control determines 
the strength of signal needed to cut off the squelch tube. 
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This control varies the gain of the r-f and the first i-f 
amplifiers. The sensitivity control indirectly controls the 
output of the discriminator which sets the operating point 
of the squelch circuit. The sensitivity control is usually 
adjusted to the point where the call lamp just goes out 
when no signal is received. To receive weak signals, the 
squelch circuit is usually disabled by switch D4. The 
audio amplifiers are conventional R-C coupled amplifiers. 


QUIZ 


What is the maximum communications range of the ground 
wave at the low end of the high-frequency band? 


What portions of the medium-frequency band and the high- 
frequency band are generally used for long range commu- 
nications? 


What antenna systems are generally used aboard ship for 
receiving signals in the m-f and h-f bands? 


What is the frequency range over which a rhombic antenna 
is generally designed to operate? 


5. What is the characteristic impedance of a rhombic antenna? 


6. What separate units are contained in the i-f/a-f section of 


11. 


12. 


the RBB/RBC receivers? 


What separate units are contained in the preselector unit of 
the RBB/RBC receivers? 


What measure is taken in the RBB/RBC receivers to protect 
the first tuned circuit from damage by a nearby transmitter? 


Why are the padder capacitors (C108, C109, C110, and C111) 
connected in series with the oscillator tuning capacitor? 


. How does the radio selectivity switch vary the selectivity of 


the RBB/RBC receiver? 


In the RBB/RBC receivers, which i-f stage does not have 
a-v-c voltage applied to it? 


(a) Can the noise limiter in the RBB/RBC receivers reduce 
the level of a noise pulse below that of the desired audio 
signal? (b) Why? 
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13. 


16. 


17. 


18. 


19. 


20. 


What, basically, is the difference between the effect of the 
control marked “output level” (figure 7-9, B) and the control 
marked “gain control” (figure 7-5) in the RBB/RBC re- 
ceivers? 

What does the input meter of the RBB/REC receivers actually 
indicate? 

What is the relative magnitude of the input and output im- 
pedance of a cathode follower? 

When the Foster-Seeley discriminator of the model FRA con- 
verter is properly tuned, what does meter M202 (figure 7-14) 
indicate as its dial reading? 

How can the polarity of the output pulses of the FRA converter 
(figure 7-14) be reversed? 

How does pentode V203 in the FRA converter respond to 
noise signals? 

What system of modulation does the SCR-608 transmitter-re- 
ceiver use? 


What is the frequency range of the BC-683 receiver? 
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V-H-F AND U-H-F RECEIVERS 
DESIGN FEATURES 


Receivers for operation in the v-h-f and u-h-f bands are 
superheterodyne types which require special design fea- 
tures not encountered in low frequency equipment. V-h-f 
and u-h-f transmitters also require special design fea- 
tures not needed in the lower frequency bands. As the 
frequency is increased, many components develop lim- 
itations which require special consideration. Items such 
as lead length, insulators, tubes, wiring capacities, circuit 
components, and physical lay-out of the components be- 
come increasingly important. 

Superheterodyne receivers require a local oscillator or 
frequency converter. The local oscillator in a v-h-f or 
u-h-f receiver constitutes a difficult design problem from 
the standpoint of achieving frequency stability. In the 
RDZ receiver the local oscillator includes a frequency 
converter the output of which operates at a frequency 
15.1 Mc higher than the incoming signal. This receiver 
may be tuned from 225 to 398 Mc. Therefore, the con- 
verter output has a frequency range of 240.1 to 405.1 Mc. 
' To overcome the difficulty of unstable operation of the 
oscillator at such high frequencies, the converter em- 
ploys four frequency multiplier stages with the oscilla- 
tor itself operating at much lower frequencies. The out- 
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put of the oscillator is fed to a series of frequency mul- 
tiplier stages. The output of the last frequency multiplier 
is mixed with the incoming signal to produce the inter- 
mediate frequency. 

A disadvantage of this method is the large number 
of tuned circuits in the multipliers. Unlike many low- 
frequency receivers the RDZ does not employ band- 
switching. 

Another point to consider is whether the receiver is 
to be continuously tunable or crystal controlled. The 
crystal-controlled receiver has the advantage of remain- 
ing exactly on frequency. This is an advantage for com- 
munication purposes. However, if a large number of fre- 
quencies are to be covered a large number of crystals are 
required. A continuously variable receiver is useful for 
intercept and countermeasure purposes. The RDZ is a 
crystal-controlled receiver that may be preset to ten 
different channels. The RBK receiver, which covers the 
lower half of the v-h-f band, is a bandswitching contin- 
uously tunable receiver. To analyze received signals, a 
panoramic adaptor may be connected to either the RBK 
or the RDZ receiver. 


MODEL RBK RECEIVER 


The RBK receiver is a superheterodyne receiver cover- 
ing the lower half of the v-h-f band (27.8 to 143 Mc). 
This receiver is capable of receiving either amplitude 
modulated or frequency modulated signals. The A-M/F-M 
switch on the front panel switches the output of the i-f 
amplifiers from a diode detector on a-m operation to a 
limiter and discriminator on f-m operation. 

The RBK receiver is a Hallicrafters S-27D receiver 
(figure 8-1). Certain models of this receiver made for 
the Navy are provided with a jack connected to the 
primary winding of the first i-f transformer. A panoramic 
adaptor may be connected to this jack. In some cases the 
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Figure 8-1.—Model RBK receiver. 


RBK has been used as an intercept receiver for radio 
countermeasures and in other installations as a compan- 
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Figure 8-2.—Block diagram of the RBK receiver. 


ion receiver for the TDQ transmitter. The frequency 
range of this receiver is covered in three bands. 

A block diagram of the RBK is shown in figure 8-2. 
The r-f amplifier, mixer, local oscillator, first two i-f 
stages, and the audio amplifiers are used for the recep- 
tion of both a-m and f-m signals. 


377951 O -56 - 16 933 


A schematic diagram of the RBK is shown in figure 
8-8. Capacitors C1A, C1B, and C1C are sections of the 
ganged tuning capacitor. Capacitor C1A tunes the r-f 
amplifier, C1B tunes the mixer, and capacitor C1C tunes 
the local oscillator. Switches S1A through S1F are sec- 
tions of the band switch. The band switch is shown on 
the diagram in the high frequency position. The A-M/F-M 
switch S88 is shown in the a-m position. 

The r-f amplifier is conventional in design. Capacitor 
C7 is used to provide uniform coupling from the r-f 
amplifier to the mixer over the frequency range of the 
receiver. As the receiver is tuned to higher frequencies, 
the shunting effect of the transformer distributed capaci- 
tance tends to reduce the r-f output through the trans- 
former coupling. At the same time the reactance of the 
coupling capacitor also decreases. This increases the 
amount of signal coupled to the mixer through the cou- 
pling capacitor and compensates for the loss in signal 
coupled through the transformer. 

The BROAD-SHARP switch, S7, is shown in the SHARP 
position. When this switch is placed in the BROAD posi- 
tion, a small inductor and a resistor are placed in series 
with the secondary winding of each i-f transformer. 
Their purpose is to increase the bandpass. The resistor 
lowers the Q of the tuned circuit. The inductor increases 
the coupling between the primary and secondary wind- 
ings. When the bandpass of the i-f amplifiers is increased, 
their gain is decreased. When switch 87 is placed in the 
BROAD position, switch section S7D removes part of the 
cathode bias on the last i-f stage, thus increasing its 
gain. This compensates for the reduced gain of the i-f 
stages and keeps the output of the receiver constant 
when the selectivity switch is changed. 

The r-f gain control R11 is located on the front panel 
of the receiver. It is used to vary the cathode bias on 
the first two i-f amplifiers. The S-meter M1 provides an 
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Figure 8-3.—Schematic diagram of the RBK receiver. 377951 © - 56 (Face p. 234) 


indication of the strength of a-m signals. For f-m opera- 
tion the meter is used as a tuning indicator. The meter 
itself is a special instrument with a basic movement of 
150-0-50 microamperes. 

Switch S38, the meter OFF-ON switch, is attached to the 
shaft of the r-f gain control. For a-m reception the S 
meter operates only when the Avc switch is on. Also, 
the r-f gain control must be advanced fully clockwise 
to close switch S38. The meter is connected so that the 
plate current of V4 causes the meter to deflect to the 
left. 

When an a-m signal is received, a-v-c voltage is de- 
veloped and the plate current of V4 is reduced. The 
amplitude of the a-v-c voltage depends on the amplitude 
of the received signal. Since the a-v-c voltage is applied 
to the control grid of V4, the plate current of V4 depends 
upon the amplitude of the a-v-c voltage. The greater the 
amplitude of the received signal, the greater the ampli- 
tude of the a-v-c voltage and the less the plate current 
through V4. Reducing the plate current causes the meter 
needle to move toward the right-hand end of the scale. 

The meter scale is calibrated in S-units up to S9 and 
in decibels over S9. Resistor R57 is a meter shunt that 
bypasses most of the plate current around the meter. 
Rheostat R58 in series with the meter is a screw-driver 
adjustment on the front panel. It is used to adjust the 
meter to full scale (extreme left side of the meter) with 
no signal input to the receiver. 

Placing switch S8 in the f-m position changes the S 
meter circuit into a tuning indicator circuit. With the 
switch in this position the meter measures the output 
voltage of the discriminator. When no signal is being 
received, the meter pointer is at the meter zero (about 
three-quarters of the full-scale reading toward the right 
end of the meter scale). As an f-m signal is tuned in on 
the receiver, the meter pointer indicates first on one side 
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of the zero mark and then passes through zero to the 
other side of the mark as the receiver is tuned through 
the signal. Correct tuning is indicated when the pointer 
is at the meter zero. 

Switching from a-m to f-m reception removes the 
output of the diode detector from the first audio amplifier 
and connects the output of the discriminator to the first 
audio amplifier. The a-v-c line also is removed from the 
diode detector circuit and connected to a bias obtained 
from the grid circuit of limiter stage V7. In addition 
to being sensitive to frequency variations, the discrim- 
inator is sensitive to amplitude variations. Hence the 
limiter stage is needed to provide the discriminator with 
a constant amplitude input. A strong signal causes the 
limiter to draw grid current on positive peaks and to 
cut off on negative peaks. The grid current flowing 
through resistor R39 causes a voltage to be developed 
across it which is negative with respect to ground. This 
voltage is fed to the grids of the first two i-f amplifiers. 
The bias from the limiter may be considered as a-v-c 
voltage. The discriminator is a conventional Foster- 
Seeley circuit. Resistor R42 and capacitor C32 form a 
de-emphasis circuit, which reduces high frequency com- 
ponents introduced at the transmitter. 

The local oscillator V15 is a tickler feedback oscillator. 
The output of this oscillator is capacitively coupled to 
the cathode of the mixer tube. The oscillator is shunt fed 
so that plate voltage does not appear on the tuning 
capacitor. 

The beat frequency oscillator V14 is a Hartley oscillator 
and is used in the reception of c-w signals. The output 
of the BFO is capacitively coupled to the plate of the 
diode detector. A small trimmer capacitor C60 is mounted 
on the front panel of the receiver. This capacitor is used 
to vary the frequency of the beat note of c-w signals. 

A conventional full-wave power supply provides plate, 
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filament, and regulated voltages to the receiver. The volt- 
age regulator tube V10 must be in the socket before the 
receiver will operate. An internal jumper in the tube acts 
as an interlock. Removing the tube from its socket opens 
the +150-volt circuit. Switch S5, the SEND RECEIVE switch, 
removes plate voltage from the receiver when it is in the 
SEND position and prevents operation of the receiver. 
However, the voltage for the tube heaters is not inter- 
rupted. 

Socket X2 allows the receiver to be connected to a 
relay, which automatically disables the receiver when an 
associated transmitter is keyed. The receiver has also a 
socket on the rear of the chassis to which either batteries 
or a vibrator power supply can be connected for portable 
operation. When the receiver is used on regular power, 
the shorting plug P1 is inserted into socket X1. 

The noise limiter and audio amplifiers are conventional 
in design. The first audio amplifier and phase inverter 
V9 provide a push-pull input to the audio output stage. 
Switch S9 and its associated resistors and capacitors 
form a tone control circuit. This circuit is omitted in 
later models of the RBK receiver. 


MODEL RDZ RECEIVER 


The RDZ receiver is a superheterodyne receiver de- 
signed to receive either voice or m-c-w transmissions in 
the frequency range from 200 to 400 megacycles. An 
autotune mechanism in this receiver makes it possible 
to select any one of ten preset crystal-controlled chan- 
nels. A photograph of the receiver is shown in figure 
8-4. The RDZ receiver and its companion transmitter 
the TDZ may be controlled with channel selector units 
installed at several positions remote from the equipment. 
These selector units make it easy to change the fre- 
quency of the receiver and transmitter in a matter of 
seconds from some remote position. 
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Figure 8—-4.—Model RDZ receiver. 


Preselector and Converter Units 


A schematic diagram of the preselector and converter 
units is shown in figure 8-5. The antenna transmission 
line is connected through jack J101 to the inductor 
in the first tuned circuit. The tuning capacitor is a split 
stator type which eliminates the need for a rotor brush 
contact. If the tuning capacitor with rotor brush contacts 
were used, any variation in rotor brush resistance would 
result in objectionable electrical noise. 


The two sections of the capacitor together with the coil 
form a balanced bridge circuit in which the r-f voltage 
between the center tap of the coil and the corresponding 
midpoint of the capacitor is zero. Grounding the coil 
at the center tap effectively grounds the capacitor rotor 
at its corresponding midpoint. 
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Figure 8—5.—Schematic diagram of the preselector and converter units. 377951 O - 56 (Face p. 238) 


The center lead of the antenna transmission line con- 
nects to a tap on the inductor. The position of the tap is 
adjusted to obtain an impedance match between the an- 
tenna transmission line and the first tuned circuit. The 
first tuned circuit is connected to a second tuned circuit 
by a form of link coupling. These two tuned circuits are 
similar. They improve the image rejection, reduce cross 
modulation, and improve the overall selectivity char- 
acteristics of the receiver. 


The end frames of the tuning capacitors are grounded 
to r-f through a small fixed capacitor. The tuning capaci- 
tors of the first two tuned circuits are mounted as one 
assembly. It would be desirable to ground the frames 
directly to the chassis. However, if this is done, a wave 
trap circuit is formed. When the frame is grounded 
through the capacitor, the resonant frequency of the wave 
trap is changed to a frequency higher than that of the 
receiver tuning range and receiver performance is not 
affected. 


The output of the second tuned circuit is coupled to 
the grid of the r-f amplifier by a coupling capacitor. 
This capacitor permits isolation of the a-v-c voltage ap- 
plied to the grid of the r-f amplifier. Without the capaci- 
tor the a-v-c voltage would be shorted to ground through 
the center taps of the inductors. 

Low frequency receivers usually have an oscillator 
whose fundamental frequency beats with the incoming 
signal to produce the intermediate frequency. The local 
oscillator of the RDZ is crystal-controlled and operates 
at a frequency considerably lower than the frequency 
necessary to mix with the incoming signal. Crystals with 
frequencies ranging from 4.48 to 7.1 megacycles are 
used in the oscillator. The crystal selected depends on 
the frequency of the received signal. The comparatively 
small frequency range from 222 to 282 Mc is not cov- 
ered by the RDZ. The third harmonic of the crystals 
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which would be needed to cover this band is at or near 
the intermediate frequency. For example, the crystal fre- 
quency needed for 226.5 Mc is 5.033 Mc. The third har- 
monic of this crystal is 15.1 Mc which is also the inter- 
mediate frequency. It is therefore possible that the third 
harmonic of this crystal might block the i-f amplifiers. 


The fundamental frequency of the crystal is either 
tripled or quadrupled in the plate circuit of the oscillator. 
Following the oscillator are four frequency doubler stages. 
The crystal frequency is multiplied either 48 or 64 times 
before being injected into the mixer. The tuned circuits 
used in the multipliers and in the r-f amplifier are, for 
the most part, similar to those described for the antenna 
input circuit. 

The midpoint of the rotor plates of the tuned tank 
capacitor in the oscillator plate circuit is placed at r-f 
ground potential through rotor brush contacts and capac- 
itor C106. This has been found necessary to prevent 
parasitic oscillations. Inductor L110 is connected between 
thecenter tap of inductor L106 and ground. This inductor 
together with the distributed capacity of each half of 
L106 forms a tank circuit with a resonant frequency out- 
side the low-frequency limit of the receiver tuning range. 
This resonant tank circuit provides greater gain at the 
low frequencies than would be obtainable with just the 
tuned tank circuit. 


The tuning capacitor of the mixer V106 grid circuit 
and of the last doubler plate tank are mounted on a com- 
mon shaft and frame. Between the two sections of the 
capacitor there is a center frame plate. A small stray 
capacity exists between the center frame plate and the 
stator plates of the mixer tuning capacitor. The output 
of the last frequency doubler is coupled capacitively to the 
center frame plate and therefore to the mixer by the stray 
capacity. The output of the last frequency doubler is fed 
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to the mixer also by mutual inductive coupling between 
inductors L105 and L106. 

The output frequency of the last frequency doubler is 
15.1 Mc above the frequency of the incoming signal. The 
two signals heterodyne in the mixer to produce the inter- 
mediate frequency which is developed across the tuned 
circuit in the plate circuit of the mixer. Usually the first 
i-f transformer is connected in the plate circuit of the 
mixer, but in the RDZ this is not possible due to the 
mechanical layout. The i-f signal is coupled to a terminal 
strip through capacitor C119 and then into the i-f/a-f 
unit. 


Tuning 


The tuning dial on the RDZ is calibrated in frequency. 
However, the dial calibrations are not sufficiently accurate 
for tuning the receiver. A system is incorporated whereby 
the excitation voltage of the frequency multipliers fol- 
lowing the crystal oscillator is measured. The multiplier 
tuning switch, S101A, connects a grid leak bias developed 
in each switch position to the a-v-c bus. 

The switch, as shown in figure 8-5, is in the RECEIVE 
position. Placing the switch in position 3 connects the 
a-v-c bus to the grid of the fourth frequency doubler stage, 
V105. Switch S101B removes the ground from the com- 
mon connection of resistor R109, resistor R110, and ca- 
pacitor C114. Grid current and grid excitation of the 
fourth doubler will be maximum when the tank circuit 
in the plate of the third frequency doubler is tuned to 
resonance. The grid current causes a voltage to be devel- 
oped across the additional resistor R109 placed in the 
circuit by switch S101B. This voltage will be maximum 
when the tuning is correct for that particular frequency. 

The arrangement is the same for the other two posi- 
tions of the multiplier tuning switch. The bias developed 
in each position of the switch is connected to the a-v-c 
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bus, When no signal is being received the input meter of 
the receiver indicates zero. However, if a signal is re- 
ceived, an a-v-c voltage is developed and the input meter 
provides an indication of the signal strength. When S101 
is in positions 1, 2, or 3, the negative bias from successive 
multiplier stages is applied to the receiver input meter 
through the a-v-c bus connection. Correct tuning of the 
multiplier stages is indicated by a maximum reading on 
the meter. The input meter switching arrangement is a 
very useful servicing aid whenever trouble develops in 
the multiplier section. 


1-F Amplifiers 


The output of the mixer is coupled to the first i-f ampli- 
fier and also to the scanning amplifier. The scanning am- 
plifier is a cathode follower and may be used to supply 
a portion of the i-f signal to a panoramic adaptor. The 
i-f amplifiers are conventional circuits except that the 
second, third, and fourth stages have transformers with 
variable coupling and therefore variable selectivity. The 
secondary windings of these i-f transformers are con- 
nected to a mechanical linkage and a shaft. Turning the 
shaft rotates the secondary windings with respect to the 
primary windings, thereby changing their coupling. The 
different stages are aligned by powdered iron slugs. A 
separate slug is used for each primary and each secondary 
winding. Five stages of i-f amplification are used in the 
RDZ receiver. The output of the fifth i-f amplifier is 
coupled to the diode detector. 


Input Meter Circuit 


A simplified schematic diagram of the input meter cir- 
cuit is shown in figure 8-6. The meter is in the middle 
arm of a bridge circuit. Switch S201A removes the r-f 
gain control R204 and S201C connects the meter to the 
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voltage divider. Potentiometer R257 is used to balance 
the bridge with no signal input to the receiver. If the 
voltage drop across the cathode resistor R219 is equal to 
the voltage between the potentiometer arm and ground, 
the bridge is balanced and no current flows through the 
meter. When a signal is received, a-v-c voltage is applied 
to the grid of V204. The a-v-c voltage acts as bias voltage 
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Figure 8—-6.—Simplified schematic diagram of the input meter circuit. 


and reduces the current and voltage drop through the 
cathode resistor. This unbalances the bridge and current 
flows through the meter. The polarity of the voltage drops 
caused by this current is shown on the diagram. The 
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Figure 8-7.—Simplified schematic diagram of the diode detector 
and noise limiter. 
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amount of current depends on the a-v-c voltage. The 
stronger the signal, the greater the a-v-c voltage, the 
greater the bridge unbalance, and the greater the meter 
reading. 


Detector and Noise Limiter 


A simplified schematic diagram of the diode detector 
and series noise limiter is shown in figure 8-7. The de- 
tector V207A is conventional in design. The noise limiter 
cathode is connected to the a-v-c line, which is negative 
with respect to ground. The plate of the limiter is con- 
nected to the common connection between the diode load 
resistors. When a normal signal is detected, the plate also 
is at a negative potential with respect to ground. How- 
ever, the plate is less negative than the cathode and the 
diode conducts. This provides a continuous circuit through 
the limiter and 8202A to the first audio amplifier. 

If a sudden burst of noise comes through the receiver, a 
large negative potential is applied to the plate of the lim- 
iter diode. The cathode cannot follow this sudden change 
because of the long time constant of the a-v-c circuit. 
The plate is now negative with respect to the cathode and 
the diode ceases to conduct. This prevents the noise from 
entering the audio amplifiers. The point at which the 
diode begins limiting the signal is adjusted automatically 
to the strength of the received signal. The weaker signals 
are limited with less noise and the stronger signals with 
more noise because of the action of the a-v-c voltage. Thus 
a weak signal is cut off for a small amplitude noise pulse; 
whereas a strong signal is not cut off by the same ampli- 
tude of noise pulse. 


Silencer Circuit 


The silencer of the RDZ disables the receiver during 
periods when no signals are being received. A schematic 
diagram of the silencer circuit is shown in figure 8-8. 


244 


SvG 


SILENCER 2ND AF AMPL OUTPUT AF AMPL 
V240B vi v242 
%_ 6SNTW 6A87 6V6GT/G 


FROM Vv 
PLATE GF V208 
(ST AF AMPL PHONE JACK 


$2048) 
AF BAND 


FROM. 
AUDIO 
FILTER 


AVG 


ILENCER. AMP! 
nzaze LENGEG, AMPL 
820K % 6SN7W 


| : a 
+150V. +210V +1BOV TO J407 REMOTE 


Figure 8-8.—Schematic diagram of the silencer circuit and audio amplifiers. 
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The silencer tube V210B is a diode-connected triode in 
series with the audio supply to the second audio amplifier. 
The silencer amplifier acts as a control tube for the si- 
lencer. 

The voltage on the silencer plate is positive with re- 
spect to ground and is supplied from the silencer amplifier 
plate through resistor R263. The voltage on the silencer 
cathode also is positive with respect to ground and is 
supplied from the +150-volt source through a voltage 
divider network comprising resistors R261 and R262. 
With no input signal the silencer amplifier control poten- 
tiometer R252 is adjusted until the silencer amplifier 
draws enough plate current to reduce its plate voltage 
and that of the silencer plate to a value below that of the 
silencer cathode. Thus when the silencer plate voltage 
becomes negative with respect to the cathode, conduction 
ceases and the silencer cuts off. The output to the audio 
amplifiers is reduced to zero and the receiver is mute. 

The grid of the silencer amplifier is connected to the 
a-v-c line. When a signal enters the receiver, the negative 
a-v-c voltage is applied to the grid of the silencer ampli- 
fier thereby reducing its plate current and increasing its 
plate voltage and that of the silencer. When the increas- 
ing silencer plate voltage becomes positive with respect to 
the silencer cathode, the tube conducts and the signal is 
transmitted to the audio amplifiers. It is important that 
the silencer control (R252) be correctly adjusted. Other- 
wise, with the silencer amplifier bias too low, a weak 
signal, which develops low a-v-c voltage, would not cause 
the silencer to conduct and the receiver would remain 
mute. 

The output of the silencer is coupled through a capac- 
itor to the grid of the second audio amplifier. Degenera- 
tive feedback is applied from the output amplifier to the 
cathode of the second audio amplifier through resistor 
R266. The feedback keeps the audio output of the receiver 
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constant as the load changes across the output trans- 
former. One-half the output transformer winding is con- 
nected to the phone jack on the front of the receiver. 
The full winding supplies audio voltage to remote sta- 
tions. 

A photograph of the RDZ with the front cover removed 
is shown in figure 8-9. The receiver is tuned by first 
selecting the desired channel. Then the wing nut on the 
main dial is loosened. This engages the tuning knob. The 
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Figure 8-9.—RDZ with the front cover removed. 


multiplier tuning switch S101 (figure 8-5) is turned to 
each of its positions and the receiver tuning knob is ad- 
justed for maximum indication on the input meter. Note 
that S101 is operated by inserting a screw driver through 
the opening indicated at the lower left in figure 8-9. This 
procedure is carried out for each of the ten channels. 
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frequency stamped on the crystal for that channel. The 
two frequencies may not be exactly the same, but should 


The main dial frequency should be compared with the 
be fairly close to each other. 
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Autotune System 


The RDZ receiver incorporates an autotune system of 
channel frequency selection by means of which the pre- 
selector and converter stages are quickly tuned to the 
desired channels. By operating the channel selector switch 
on the receiver or at a remote operating position, any one 
of 10 fixed channel frequencies ean be obtained. 

The autotune unit is housed in a metal casting behind 
the main dial and the channel indicator dial. A simplified 
schematic diagram of the autotune system is shown in 
figure 8-10. When the channel selector switch is turned 
to the desired channel, with the local-remote switch in the 
local position, relay K601 is energized through seeking 
switch $604. When this relay operates, it applies 110 
volts a-c to motor B601. The motor drives the various 
mechanisms of the autotune system. 

The system as shown in the schematic is at rest on 
channel 6. Relay K601 is deenergized because S604 is open 
on channel] 6. Suppose that the channel selector is changed 
to channel 7. The circuit to K601 is now completed from 
terminal 16 of £605, through the channel selector switch, 
the seeking switch S604, and the normally closed contacts 
controlled by the motor stopping cam to the other side of 
the 110-volt line at terminal 15. 

When relay K601 is energized, its contacts close and 
complete the circuit to the motor. One pair of contacts 
associated with relay K601 acts as a holding circuit. These 
contacts keep relay K601 energized after the motor stop- 
ping cam begins to rotate. Energizing K601 allows the 
relay arm to disengage the stopping ratchet. This permits 
the stopping ratchet, the cam drum, the crystal switch, 
the motor stopping cam, the seeking switch, the stop ring 
drum, and the main tuning capacitor to rotate. 

The motor turns the seeking switch to channel 7 and 
K601 is deenergized. However, the motor continues to 
rotate because of a parallel path which was completed 
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to the motor when the stopping cam began to rotate. With 
K601 deenergized, the relay arm engages the stopping 
ratchet through a mechanical linkage. This stops the 
crystal switch, the channel dial, the stopping ratchet, the 
cam drum, and the seeking switch. 

The detent in the cam drum is now aligned with the 
pawl for this particular channel. The motor stopping 
cam, the main dial, main tuning capacitor, and stop ring 
drum are still turning. They continue to turn until the 
detent in the stop ring drum becomes aligned with the 
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Figure 8-11.—Antennas used with RDZ receiver. A, Navy type 66147; 
B, antenna AT-150/SRC; C, antenna AS-390/SRC, 
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other end of the pawl. At this time a spring pulls the end 
of the pawl into the detent, and the main tuning capacitor 
and stop ring drum stop turning. Friction clutches allow 
the motor to keep rotating. The motor is stopped by the 
motor stopping cam which continues to rotate until its 
associated contacts open and break the circuit to the 
motor. 


Antennas 


Three different types of antennas are available for use 
with the RDZ receiver. A photograph of the antennas is 
shown in figure 8-11. The most commonly installed an- 
tenna is type 66147 (figure 8-11,A) which is a vertical 
dipole. It has an impedance of 50 ohms and covers the 
entire frequency band from 200 to 400 Mc. The antenna 
AT-150/SRC (figure 8-11,B) is used when the antenna 
has to be installed below the superstructure of a ship. 
The antenna AS-390/SRC (figure 8-11,C) is an unbal- 
anced broad band antenna used in installations where the 
antenna is mounted above all other antennas and above 
the superstructure of the ship. 


QUIZ 
1. What is the frequency range of the RDZ receiver? 


2. How is stable operation of the frequency converter in the 
RDZ receiver accomplished? 


38. What is the frequency range of the RBK receiver? 


4. What parts of the RBK receiver are common to both a-m and 
f-m reception? 


5. What types of detectors are used in the RBK receiver? 


6. In the RBK three-band receiver how are the coils not.in use 
connected? 


7. How is the band-pass characteristic increased in the i-f 
amplifiers of the RBK receiver? 


8. How is RBK receiver gain held constant when the band pass 
of the i-f stages is increased? 
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17, 


18. 


19. 


20. 
21. 


22. 
23. 
24. 
25. 


26. 


What is the relationship between bandwidth, coupling, and 
gain of the i-f stages? 


How is the strength of a-m signals measured in the RBK 
receiver? 


How is the signal strength meter connected for use as a tuning 
indicator for f-m signals? 


How does the indicator meter respond as an f-m signal is 
tuned in? 


What is the function of the series resistor and the shunt 
capacitor between the discriminator and the first audio ampli- 
fier in the RBK receiver? 


What feature of the tuning capacitors in the RDZ receiver 
eliminates the need for a rotor brush contact? 


How is the rotor of the tuning capacitors in the RDZ receiver 
placed at r-f ground potential? 


Why are the end frames of the tuning capacitors grounded 
through a capacitor rather than directly to the chassis in the 
RDZ receiver? 


Why is the frequency range from 222 to 232 Mc not covered 
by the RDZ receiver? 


How many times is the fundamental frequency of the crystal 
multiplied in the converter before being injected into the mixer 
of the RDZ receiver? 


Across what part of the mixer is the i-f signal developed in the 
RDZ receiver? 


How is accurate tuning accomplished in the RDZ receiver? 


How is selectivity of the second, third, and fourth i-f stages 
of the RDZ receiver changed? 


How many i-f stages are used in the RDZ receiver? 
What adjustments are provided for alignment of the i-f stages? 
How is noise limited in the RDZ receiver? 


What is the function of the silencer circuit in the RDZ re- 
ceiver? 


What is the purpose of degenerative feedback from the output 
amplifier to the cathode of the second audio amplifier in the 
RDZ receiver? 
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CHAPTER 


RADIO DIRECTION FINDERS 
PRINCIPLES OF RDF 


Before the development of radar and loran, radio direc- 
tion finders provided the only electronic means of obtain- 
ing a position at sea. A ship entering port or steaming 
along the coast near a direction finder station had two 
ways of obtaining a fix. 

By the first method a ship would call a radio direction 
finding station on shore and request a position. Then the 
ship would send a series of dashes while receiving sta- 
tions on the shore were taking bearings. The receiving 
stations would communicate with one another by tele- 
graph or telephone. One station would collect the several 
different bearings and plot them on a chart, determine 
the ship’s position, and then send it to the ship. 

By the second method a ship would take several bear- 
ings on beacons or known radio stations and plot these 
bearings on a chart to obtain a fix. The radio direction 
finder is not as important today as it was before the 
development of radar and loran. It still plays an im- 
portant role in the navigation of aircraft. However, other 
devices are rapidly taking the place of radio direction 
finding. 

Essentially the radio direction finder is a sensitive 
receiver to which a directional antenna is connected. 
Range information is not obtained with just one bearing 
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alone. By taking bearings on at least two transmitters a 
position can be obtained. The first installations had an- 
tennas which were rotated by hand to obtain a bearing. 
Later, the BELLINI-TOSI antenna was developed, which 
does away with the rotating antenna. The Bellini-Tosi 
antenna consists of two fixed loops mounted at right 
angles to each other. 

Most direction finders operate in the low- and medium- 
frequency bands. Bearings are accurate only when the 
radio waves travel in a straight line from the transmitter 
to the loop. This means that only a ground wave is useful 
for obtaining an accurate bearing. Increasing the fre- 
quency reduces the area covered by the ground wave. 
Bearings obtained from sky waves are not reliable. 
Several factors affect the accuracy of bearings. Those 
discussed in this chapter include antenna effect, night 
effect, and deviation. The first essential part of the radio 
direction finder is the antenna, which in most cases is a 
small loop. 


LOOP ANALYSIS 


A transmitted wave consists of two components—the 
electric field and the magnetic field. One cannot exist 
without the other. The two components and the direction 
of propagation are mutually perpendicular. 

Polarization of an electromagnetic wave is expressed 
in terms of the position of the electric field. If the electric 
field is vertical, the wave is said to be vertically polar- 
ized. Many low and medium frequency transmitting an- 
tennas are vertical and, therefore, radiate a vertically 
polarized wave. The magnetic field is at right angles to 
the electric field and is parallel to the surface of the earth 
for the vertically polarized wave. 

Radio direction finding makes use of the magnetic field 
component of the radio wave by providing a metallic 
shield around the loop. The shield has an insulated seg- 
ment which prevents it from acting as a shorted turn. A 
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Figure 9-1.—Loop antenna analysis. A, Maximum and null; 
B, generation of loop voltage. 


simple loop is indicated in figure 9-1,A. The loop is small 
compared to the wavelength corresponding to the operat- 
ing frequency. Some loops operating on a frequency 
below 500 kilocycles are less than 1 foot in diameter. 

Maximum signal voltage is induced in the loop when 
the plane of the loop is parallel to the direction of travel 
of the wave. This is the case when travel is along line 1 
in figure 9-1,A. In this position, the loop is edgewise with 
respect to the line of travel and contains the maximum 
number of flux linkages. If the line of travel is 90° away 
from the position indicated along line 1, the plane of 
the loop is perpendicular to the direction of travel of 
the wave. This is the case when travel is along line 2. In 
the latter position no flux links the loop and the induced 
voltage is zero. The loop is broadside with respect to 
line 2. Hence, no signal is fed to the receiver and the loon 
is said to be at a null. 


An analysis of the voltage induced in a loop antenna 
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for the position of maximum signal is shown in figure 
9~1,B. The sine curve represents the magnetic field inten- 
sity as the wave moves through the loop at the speed of 
light in a horizontal direction from left to right. Five 
loop positions are shown at 90° intervals (a quarter 
wavelength apart) as plan views to indicate instantane- 
ous voltages. 

At the 0° position, the voltage induced in the loop is a 
maximum because the rate of change of the flux is great- 
est and the voltage induced in the leading and trailing 
edges are in series addition. In the 90° position, the volt- 
age induced in the loop is zero because the rate of change 
of the flux linking the loop is zero. (The voltage com- 
ponents in the leading and trailing edges are in series 
opposition.) At the 180° position, the loop voltage is 
again maximum, but of reverse polarity. This is true 
because the components in the two edges of the loop 
reversed their polarity with respect to the 0° position. 

At the 270° position, the voltage is again zero. At the 
360° position, the voltage induced returns to a maximum 
with the same polarity which existed at 0°. From this 
analysis, it is evident that the voltage induced in the loop, 
as a result of the passage of the magnetic component of 
the radio wave, is an a-c voltage with a sine waveform. 
The induced voltage is displaced from the magnetic com- 
ponent of the field by 90°. 


DIRECTIONAL CHARACTERISTICS 


The directional characteristics of a loop antenna are 
shown in figure 9-2. The tangent circles represent the 
locus of all the ends of the loop output voltage vectors 
drawn from the point of tangency for various angles of 
arrival of the radio wave with respect to the plane of 
the loop. The horizonta! rectangle at the center of the 
diagram represents the top view of the loop antenna. The 
pattern is a figure of revolution whose axis is perpendicu- 
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lar to the plane of the loop. This axis represents the line 
of zero output voltage. 

Maximum loop output voltage occurs when the line of 
travel of the magnetic component of the radio wave is 
in a horizontal direction and parallel to the plane of the 
loop. The figure eight pattern indicates that there are 
two nulls—one in the direction indicated at A, the other 
at B. The pattern also indicates that there are two maxi- 
mums—one in the direction indicated at C, the other at 
PD. A rotation of the loop through 180° causes a reversal 
of the phase of the output voltage. 


Figure 9-2.—Directional characteristics of a loop antenna. 


In most cases the radio wave is modulated and the 
strength of the loop voltage is measured in terms of the 
magnitude of the audio output of the receiver. The direc- 
tivity pattern of figure 9-2 shows that a relatively large 
rotation of the loop produces only small changes in the 
loop voltage in the vicinity of maximum signal. A bear- 
ing taken by means of the maximum signal is therefore 
broad. Furthermore, the response of the ear is logarith- 
mic rather than linear and small] changes in the magni- 
tude of a loud signal] are not easily detected. For these 
reasons a loop bearing is not taken by judging the point 
of maximum signal. 

Usually a loop bearing is taken by means of a null. 
Relatively large changes in loop voltage per degree of 
loop rotation occur in the vicinity of a null position. The 
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ear is more sensitive to large changes in the output volt- 
age of the receiver. For this reason the null method is 
preferred. 

The magnetic field of the radio wave is assumed to be 
varying in space and time according to the sine curve 
(figure 9-8,A). Assume the loop to be oriented for maxi- 
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Figure 9-3.—Relation between flux and induced voltage. 
, Sine curves; B, vectors. 


mum output voltage. As the magnetic flux lines of the 
radio wave cut the loop, a voltage of sine waveform is 
induced in the loop. The instantaneous values of this 
voltage depend on the rate of change of flux linking the 
loop. At the instant the flux is maximum, its rate of 
change is zero. Hence, the loop voltage is zero. A quarter 
cycle (90°) later, the flux is going through zero and 
changing at its maximum rate. Therefore, the loop volt- 
age is maximum. 

The induced voltage in the loop, like the induced volt- 
age in a transformer, obeys Lenz’s law which states that 
all induced voltages oppose the force that produces them. 
Thus, in the first quarter cycle (0° to 90°) the field is 
rising in a positive direction and the induced voltage is 
negative, opposing the rise. In the second quadrant (90° 


to 180°) the flux is falling and has a positive polarity, 
whereas the induced voltage in the loop is seen to lag the 
magnetic field component of the radio wave by 90° 
(figure 9-3, B). 


Disadvantages of a Simple Loop 


The simple loop (figure 9-4, A) has several disadvan- 
tages and is never used in actual installations. The first 
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Figure 9-4.—Loop antennas. A, Simple loop; B, balanced loop; 
C, balanced loop with an electrostatic shield. 


objection is that the loop is unbalanced with respect to 
ground. The vertical sides of the loop act as simple ver- 
tical antennas and, even though the loop is turned 360°, 
a null cannot be obtained. Some signal will always be 
developed in the antenna. Hence, without a balance, only 
a position where the signal is minimum can be obtained. 
This position is not well defined and, if steps are not 
taken to balance the loop, the bearings will be inaccurate. 
This condition is called ANTENNA EFFECT. 


Figure 9—4,B shows a loop with a balanced input and 
also a balance control to compensate for any small 
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changes in the circuit. The balance control grounds the 
voltages induced in the vertical arms of the loop by the 
electric component of the radio wave. This is accom- 
plished by capacitive coupling between the vertical arms 
and ground. For a given loop position the balance control 
equalizes these induced voltages. Even this arrangement 
is not very satisfactory because, if the balance control is 
adjusted, the loop is detuned from resonance, since the 
balance control is in parallel with the loop tuning capaci- 
tor. 

Another disadvantage of the simple loop is that, when 
it is balanced and then rotated to another position, it 
becomes unbalanced because the capacity which exists 
between the loop and surrounding objects changes. Using 
a balanced shielded loop (figure 9-4,C) eliminates the 
disadvantages of a simple loop. The shield is broken at 
the top with an insulated washer and grounded. This 
insures that the capacity from the loop to ground remains 
constant, irrespective of its position. The insulated 
washer prevents the shield from acting as a shorted turn. 
If the shield acted as a shorted turn, the inductance of 
the loop would be lowered. The shield also prevents the 
electric field component of the transmitted wave from 
affecting the loop voltage. It can be compared to the Fara- 
day shield used in transformers. 


Quadrature Effect 


Any closed loops in the vicinity of the loop will cause 
deviation of the null. Closed loops may be formed by guys, 
lifelines, masts, superstructure, or radio antennas. The 
resonant frequency of any loops formed by the different 
parts of a ship is usually well above the direction finder 
frequency. These loops have a voltage induced in them 
by the same signal which induces a voltage in the direc- 
tion finder loop. They reradiate this signal which in turn 


260 


cuts the direction finder loop to produce spurious voltages 
therein. 

The effect of the reradiated fields is known as QUADRA- 
TURE EFFECT. The phase of the reradiated signal is usually 
random but may be resolved into two parts—that compo- 
nent of voltage in phase with the direction finder loop 
voltage and that component of voltage 90° out of phase 
with the loop voltage. The component 90° out of phase 
with the loop voltage may be balanced out with the bal- 
ance control. The voltage in phase with the loop voltage 
must be balanced out by the loop itself. This causes the 
null to be displaced from the position at which it should 
appear. 

The displacement of the null is called DEVIATION. It can 
be reduced, but cannot be entirely eliminated. When the 
direction finder is calibrated, a deviation curve is drawn. 
This is a graph on which deviation is plotted against the 
bearing to which the antenna is turned. After the loop 
is calibrated, the operator applies the correction to the 
bearings observed and obtains a corrected bearing. A 
small amount of deviation is not objectionable, but any 
change in the deviation after calibration is objectionable. 
The deviation will change, if the booms and other struc- 
tures are not in the same position they occupied when 
the direction finder was calibrated. 

If preliminary tests show that the deviation effect 
exceeds 20°, steps must be taken to reduce the deviation 
to a reasonable amount. This is done by placing the direc- 
tion finder loop inside a large loop as shown in figure 9—5. 
The compensating loop is usually constructed of large 
diameter copper wire and strung between the super- 
structure and a mast to form a closed loop. 

The same reradiated fields cut both the direction finder 
loop and the compensating loop. The resulting induced 
current in the compensating loop causes a field to be 
reradiated which is in phase opposition to the reradiated 
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Figure 9~5.—Corrector loop. 


fields which cut the direction finder loop. The reradiated 
field from the compensating loop reduces the magnitude 
of the quadrature effect and the resulting deviation. 


Night Effect 


So far it has been assumed that the magnetic field of 
the radio wave is parallel to the surface of the earth. 
This is true for many low frequency signals. It is possi- 
ble for the polarization of the wave to change by refrac- 
tion in the ionosphere. This is called POLARIZATION ERROR 
Or NIGHT EFFECT. 

If the transmitted wave is reflected in such a way that 
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the magnetic field cuts only the horizontal arms of the 
loop, a figure eight pattern results. It is displaced exactly 
90° from the figure eight pattern obtained when the 
magnetic field cuts only the vertical arms. This is true 
because the direction of propagation of the refracted 
wave is not perpendicular to the axis of rotation of the 
loop. 

A sky wave with its magnetic vector at such an angle 
that the magnetic field cuts both the horizontal and verti- 
cal arms of the loop causes the pattern to be displaced at 
some angle less than 90°. When sky waves are present, 
the error introduced can range from 0° to 90°. 

During the presence of night effect, several conditions 
may exist. There may be (1) several minima which are 
steady, (2) a null which may be shifting rapidly, (3) no 
null at all, or (4) a steady null which can be displaced 
as much as 90° from the correct bearing. Little can be 
done about night effect except to know that it is present. 
The bearings obtained during this time usually are inac- 
curate. Night effect is most pronounced at sunrise and 
sunset, since this is the time when the layers of the 
ionosphere are changing rapidly. 


Balancing the Loop 


It was stated earlier that the signal induced in the 
loop, when the vertical arms of the loop act as ordinary 
vertical antennas, could be balanced out by balancing the 
capacity of both sides of the loop to ground. This method 
of balance has the disadvantage of affecting the tuning of 
the loop. In later model direction finders, instead of bal- 
ancing the capacity, a voltage 180° out of phase with 
the voltage caused by antenna effect is added to the out- 
put of the loop. This method of balance does not affect 
the loop tuning appreciably. 

The balancing arrangement used in certain direction 
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finders is shown in figure 9-6. The voltage induced in the 
vertical antenna is in phase with the voltage induced in 
the loop due to antenna effect. By transformer action, the 
polarity of the voltage coupled from the vertical antenna 
to the output of the loop can be reversed and made 180° 
out of phase with the voltage induced due to antenna 
effect. The voltage to be balanced out appears across L1 
and L2. Three conditions may exist. The voltage across 
L1 may be greater than that across L2, the voltage across 
1.2 may be greater than that across L1, or the voltage 
across L1 and L2 may be equal. In this last condition the 
loop is balanced. 

The coupling between L2 and L3 is variable. Varying 
the coupling between the two coils varies the amplitude 
of the balancing voltage. Also, depending on the position 
of the two coils, the voltage induced in L2 by L3 may be 
made either to oppose or to aid the voltage across L2. 
With L3 in the position shown in figure 9-6, the flux from 
L3 does not link L2 and no balancing voltage is induced 
across L2, 

The vertical antenna used to obtain the balance voltage 
acts also as the sense antenna. Introducing a sense volt- 
age into the loop changes the bilateral pattern of the loop 
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Figure 9-6.—Method of snirodvcing balance voltage into the 
oop circuit. 
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Figure 9-7.—Voltage induced in a vertical antenna by electric 
field component of a radio wave. 


to a unilateral pattern. It allows the operator to deter- 
mine which null is the one in the direction of the trans- 
mitting station. 


Use of Sense Antenna 


A simple vertical antenna, as shown in figure 9-7, has 
no directional effect. The induced voltage in the antenna 
is caused by the electric component of the transmitted 
wave and is in phase with the electric field. When the 
electric field is maximum, the induced voltage is maxi- 
mum. The two components of the transmitted wave, the 
electric and magnetic fields, are in phase. Hence, the in- 
duced voltage in the antenna is in phase with the mag- 
netic field component. This is not true of the voltage 
induced in the loop by the magnetic component. 

The induced voltage in the loop caused by the magnetic 
field is 90° out of phase with the magnetic field. Compar- 
ing the voltage induced in the loop and that induced in 
the simple vertical antenna shows that the induced volt- 
age in the loop is 90° out of phase with the induced 
voltage in the simple vertical antenna. This fact is im- 
portant in determining which null position of the loop 
is the actual bearing of a station. 
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Figure 9-8.—Introducing sense voltage into the circuit. A, Vector diagram 
of sense voltage and loop voltage; B, simplified circuit; C, schematic 
diagram of the loop circuit of a model DP-13 direction finder. 
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The only difference between the two maximum indica- 
tions of the loop is the reversal in instantaneous polarity 
of the differential voltage induced in the loop by the 
magnetic component of the transmitted wave as the loop 
is rotated through 180°. This reversal in instantaneous 
polarity is the basis for determining which null is the 
one toward the transmitting station. The vector diagram 
in figure 9-8,A, shows the addition of the “sense” and 
loop voltages to determine the correct bearing. 


The voltage induced in the sense antenna is in phase 
with the transmitted wave and 90° out of phase with the 
differential voltage in the loop. The transformer that 
couples the sense voltage to the circuit containing the 
loop (figure 9-8,B) has a tuned primary and a tuned 
secondary. Inductively coupled circuits having the pri- 
mary and secondary windings tuned to resonance, have a 
90° phaseshift between the primary and secondary volt- 
ages. Thus, the secondary voltage induced in the loop 
circuit from the sense antenna is shown 90° out of phase 
with that in the primary. 

The sense voltage across the tuned loop circuit is 
either in phase with or 180° out of phase with the differ- 
ential voltage. Assume that the loop is positioned for 
maximum differential voltage, that the sense voltage is 
applied to the loop, and that the two voltages are in 
phase. The voltages add. This increases the output of the 
loop voltage. Now, if the loop is rotated 180° to the other 
maximum point, the phase of the differential voltage 
shifts 180° with respect to the sense voltage across the 
second tuned circuit. The sense voltage cancels the differ- 
ential voltage, if the two voltages are equal in magnitude. 

In practice the loop is positioned for a null and the 
sense button (figure 9-8,C) is depressed. Rotating the 
loop in one direction causes the output of the direction 
finder receiver to increase. Rotating the loop in the oppo- 
site direction causes the output to decrease. The tuned 
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Eo < Ed 


Figure 9-9.—Patterns obtained by combining sense voltage Ea 
and differential voltage Ed. 


circuits are oriented so that by rotating the loop in a 
prescribed manner the operator can determine which is 
the correct null. If the signal strength increases with 
clockwise rotation of the loop, the operator knows that 
the observed bearing is correct. If the signal strength 
decreases with clockwise rotation of the loop, the opera- 
tor knows that the correct bearing is the reciprocal of 
the observed bearing. 

Figure 9-9 shows patterns that may be obtained by 
coupling different amounts of sense voltage into the loop 
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and then rotating the loop through 360°. The first pattern 
is obtained when the sense voltage Ea is less than the 
differential voltage Ed. The second pattern is obtained 
when the two voltages are equal. This pattern is a true 
CARDIOID. The third pattern occurs when the sense voltage 
is greater than the differential voltage. 

In practice the sense antenna is designed to obtain a 
good balance voltage over the frequency range of the 
direction finder. The ideal pattern is a true cardioid. 
However, this ideal pattern is not necessary, since only 
a definite indication of either an increase or a decrease 
of loop output is needed to make the loop unilateral. 


BELLINI-TOS]| ANTENNA SYSTEM 


The Bellini-Tosi antenna system does not require that 
the antenna of the direction finder be rotated to obtain 
a bearing. This system uses two fixed loop antennas at 
right angles to one another, the loops being coupled to 
the receiver by a GONIOMETER. A goniometer consists of 
two field coils or stators, whose axes are at right angles 
to each other, and a rotating search coil or rotor which 
can be rotated through 360°. Each of the two fixed loops 
is connected to its corresponding goniometer stator. A 
simplified diagram of a Bellini-Tosi antenna: and goni- 
ometer is shown in figure 9-10. 

The advantage of the Bellini-Tosi system is that the 
antenna can be located at a remote position and coupled 
to the receiver over a relatively long length of transmis- 
sion line. If a transmitted wave cuts loop 1 in figure 9-10 
in such a direction as to induce maximum differential 
voltage in that loop, no flux links loop 2. Hence, no differ- 
ential voltage is induced in loop 2. The differential volt- 
ages appear across their respective coils in the gonio- 
meter. These coils have the same angular displacement as 
the two loops. Therefore, the differential voltage from 
loop 1 appears across coil 1. There is no voltage across 
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Figure 9-10.—Bellini-Tosi antenna system. 


coil 2, since there is no voltage induced in loop 2. In order 
to obtain a null, the pick-up coil must be turned until 
it is at right angles to coil 1. 


Now suppose that a signal links loop 2 and produces 
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maximum differential voltage in loop 2. This voltage 
appears across coil 2. The pick-up coil must be turned 
until it is at right angles to coil 2 to obtain a null. The 
shaft connected to the pick-up coil carries a pointer to 
indicate the bearing. At some intermediate bearing a 
differential voltage is developed in each loop. The amount 
of voltage depends on the bearing of the received signal. 
The two differential voltages appear across their respec- 
tive coils. The pick-up coil must be positioned so that no 
voltage is induced in it. Sense and balance voltages may 
be obtained in the Bellini-Tosi antenna in the same man- 
ner as in the case of the rotating loop antenna. 


MODEL DBM-1 DIRECTION FINDER 


The model DBM-1 direction finder shown in figure 
9-11 is used principally in radar countermeasures in- 
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Figure 9-11.—DBM-1 direction finder, indicator unit. 
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stallations. With this equipment it is possible to analyze 
radar and radio transmissions. It is used to determine 
the type of modulation and to estimate pulse width, repe- 
tition rate, and speed of rotation of the radar antenna. 
The DBM-1 consists of two antennas and an indicator 
unit used with two radar countermeasures receivers, such 
as the RDO and the SPR-2. The indicator unit presents 
the received signals on a cathode-ray tube. 


Antennas 


The type CBM-66139 antenna (figure 9-12,A) covers 
a frequency range from 90 megacycles to 1,200 mega- 
cycles. The type CBM-66140 antenna (figure 9-12,B) 
covers a frequency range from 1,000 megacycles to 5,000 
megacycles. Each antenna consists of two sections—a 
vertically-polarized antenna and a horizontally-polarized 
antenna. A relay in each antenna is controlled from the 
front panel of the indicator unit. It selects either the 
vertically-polarized section or the horizontally-polarized 
section. The choice of antennas depends on the polariza- 
tion of the received signal. By switching from the vertical 
to the horizontal antenna while noting the strength of 
the received signal, the polarization may be determined. 
A Variac on the front panel of the indicator unit controls 
the speed at which the antennas rotate. The speed is vari- 
able from 0 to 150 r.p.m. 


Several of the difficulties encountered with low-fre- 
quency direction finders are eliminated at the ultra-high 
frequencies. Because there are no sky waves, night effect 
is nonexistent. The reflector behind the antenna gives 
the antenna a unilateral pattern. This eliminates the need 
for a sense antenna. Locating the antenna a few wave- 
lengths away from closed loops results in negligible quad- 
rature effect. Because no loop is used, balance voltage is 
unnecessary. 
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Figure 9-12.—Antennas installed with the DBM-1. A, Type 
CBM-661 39 antenna; B, type CBM-661 40 antenna. 


The two antennas used with the DBM-1 have identical 
antenna drive units. The antenna drive assemblies are 
housed in weatherproof metal enclosures and a radome 
protects the antenna itself. 

The transmission line is connected to the ends of the 
low frequency horizontal dipole assembly instead of at 
the center. Two short sections of coaxial line connect the 
ends to a bazooka, a transforming device which changes 
the balanced output of the antenna with respect to 
ground to an unbalanced output. The bazooka does not 
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match the impedances of the two lines, but acts as a 
1-to-1 transformer with a balanced primary and an un- 
balanced secondary. 

One section of the coaxial line which connects the end 
of the dipole to the bazooka is shorter than the other. 
To keep the circuit symmetrical, a line stretcher is placed 
in the short cable. The output of the bazooka is connected 
to a rotating coaxial joint in the base of the antenna and 
then through a coaxial transmission line to the receiver. 
A pair of slip rings is used to connect the antenna relay 
K201 to the leads supplying power to it from the indica- 
tor unit. 

At certain frequencies below 300 Mc the vertical 
antenna becomes more sensitive than the horizontal sec- 
tion—that is, a signal may be received with a greater 
intensity when using the vertical antenna although the 
signal is actually horizontally polarized. This condition 
is most pronounced when there are reflecting objects in 
the vicinity of the antenna. To keep the response of both 
antenna sections equal, a small filter or equalizer is 
placed in series with the vertical section. 

The high frequency antenna CBM-66140 (figure 9- 
12,B) is similar to some types of radar antennas. Each 
of the two sections of the antenna consist of a dipole, a 
reflector element, and a parabolic reflector. The two sec- 
tions are mounted back-to-back. The reflector element in 
front of the dipole causes the signal induced in the dipole 
to be principally that signal reflected from the parabolic 
reflector. This reduces the amount of signal picked up by 
the dipole from direct signals. This is equivalent to in- 
creasing the directivity of the antenna. 


Servo System 


Figure 9-13 is a schematic diagram of a servo system 
used in the DBM-—1 for true bearing operation. The true 
bearing scale is located around the screen of the cathode- 
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Figure 9-13.—Schematic diagram of the servo system for true 
bearing operation. 
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ray tube of the indicator unit. The stator windings of the 
synchro transmitter G101 are connected to the ship’s 
gyro bus. As the ship changes course the servo motor 
turns the true-bearing scale synchronously with the 
change in course. The transmitter is not used here as a 
transmitter. Instead it functions as a control trans- 
former. When the ship changes course, an error voltage 
is induced in the rotor winding of G101. 


Since the transmitter is connected as a control trans- 
former (no rotor excitation), no torque is developed and 
the rotor cannot turn. The error voltage induced in the 
rotor appears across transformer T105. Depending on the 
phase of the error voltage, the control grid of one of the 
amplifier tubes, either V113 or V114, is positive and the 
other is negative. 


The plate and screen voltages for these tubes are 
obtained from the same source that supplies voltage to 
the synchro transmitter at the gyro compass and to one 
field of the servo motor. If the top of transformer T107 
is positive with respect to ground, the plates and the 
screen grids of both tubes are positive. When the top of 
T107 is negative with respect to ground, the plates and 
the screen grids of both tubes are negative. The direction 
in which the rotor of the synchro transmitter at the gyro 
compass turns determines the polarity of the error volt- 
age with respect to the voltage across the primary of 
T105. It is the polarity of this error voltage that deter- 
mines in which direction the servo motor turns. 


Assume that the error voltage causes a voltage to exist 
across the secondary of T105 so that the grid of V113 is 
positive and the grid of V114 is negative. When the a-c 
voltage on the plates and the screen grids of these tubes 
is positive, tube V113 conducts. Tube V114 cannot con- 
duct because its grid is negative. The current through 
V113 flows through one half of the primary winding of 
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T106. A voltage is induced in the secondary winding, 
causing the servo motor to rotate. 

Now assume that the error voltage is of the opposite 
polarity. Tube V114 conducts and current flows in the 
opposite direction in the other half of the primary wind- 
ing of T106. In this case the servo motor rotates in the 
opposite direction. 

As the servo motor rotates, it turns the true bearing 
scale. Since the rotor of G101 is geared to the scale, it 
turns with the scale. The error voltage induced in the 
rotor is reduced until there is no error voltage developed 
across the rotor of G101. When the error voltage is 
reduced to zero, the servo motor stops. 

The servo motor is a two-phase motor. The excitation 
for one winding is obtained from the amplifier and is 
either in phase or 180° out of phase with respect to the 
primary voltage T107. The excitation for the other wind- 
ing is obtained from the same source, but capacitor C148 
shifts its phase 90° with respect to the voltage across 
the primary of T107. 

When the antenna selector switch is placed in the rela- 
tive bearing position, the stator leads of the synchro 
transmitter are disconnected from the gyrocompass bus 
and are connected to the primary of transformer T107. 
With this connection, 78 volts alternating current is 
applied to the stator of G101. The fixed a-c supply induces 
a signal in the rotor causing the servo system to drive 
the bearing dial to zero. Having reached zero, the bear- 
ing dial remains at this position and is independent of 
OSC. 


Indicator Unit 


The indicator unit of the DBM-—1 contains a series of 
video amplifiers which amplify the output of the asso- 
ciated receiver and display the received signals on a 
cathode-ray tube. The input to the video amplifiers from 
the receiver must be negative. 
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A schematic diagram of the indicator unit is shown in 
figure 9-14. Relay K103 with its contacts as shown in 
the diagram connects the output of the high frequency 
receiver to the indicator. The action of K103 depends on 
the position of the antenna selector switch. Potentiometer 
R101 is used to adjust the amount of the video signal 
placed on the grid of the first video amplifier. The follow- 
ing stages amplify the signal which is coupled through 
capacitor C113 to the grid of the output stage V104. 
Potentiometer R160 is used to adjust the amount of 
negative bias placed on the grid of the output stage. 


The signal appearing in the plate circuit of V104 is 
composed of negative pulses which are capacitively cou- 
pled to the rotors of the scanning capacitor C142. Part 
of the output of V104 is coupled also to the grid of the 
beam modulator tube V108. This tube supplies a positive 
output to the grid of the cathode-ray tube when a signal 
is being received. It keeps the CRT blanked when no 
signal is received. The intensity control R148 is adjusted 
so that, when no signal is being received, the cathode-ray 
tube is cut off. However, when a signal is received, the 
positive voltage from V108 is sufficient to raise the CRT 
above cutoff and a signal appears on the screen. 


Scanning Capacitor 


The rotor of the scanning capacitor is rotated in step 
with the antenna by means of B101. The scanning canaci- 
tor applies the output of the video amplifiers to the 
deflection plates of the cathode-ray tube in such a man- 
ner that the pattern on the cathode-ray screen is pointing 
on the same bearing as the antenna. A simplified diagram 
of the operation of the scanning capacitor is shown in 
figure 9-15. 


The amount of signal coupled to the individual deflec- 
tion plates depends on the position of the rotor with 
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Figure 9-15.—Simplified diagram showing the operation 
of the scanning capacitor. 


respect to the stator. The position of the rotor depends 
on the position of the antenna. The signal placed on the 
deflection plates is a negative voltage. This voltage repels 
the electron beam instead of attracting it. 

The electron beam is deflected toward the top of the 
tube when the rotor is in the position shown in the dia- 
gram. The signal is coupled to the lower vertical deflec- 
tion plate because of the capacity between the rotor and 
the top of section 1. No signal is coupled to the upper 
vertical deflection plate. Section 2 of the capacitor couples 
an equal amount of signal to both horizontal deflection 
plates. The signal placed on the horizontal deflection 
plates has no effect on the electron beam because the volt- 
ages are equal and of the same polarity. When a signal 
is coupled to both a horizontal deflection plate and a 
vertical deflection plate, the direction in which the elec- 
tron beam is deflected depends on the vector sum of the 
two voltages. Trimmer capacitors are used to balance the 
capacity of the different stators of the scanning capacitor. 

Refer again to figure 9-14. When the antenna being 
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used is switched from the vertically polarized section to 
the horizontally polarized section or vice versa, the signal 
still appears on the same bearing. However, if it were 
not for relays K101 and K102, the signal would appear 
on the reciprocal bearing because the two antenna sec- 
tions are displaced 180°. These relays interchange the 
stator plates of the capacitor so that the signal appears 
on the same bearing when the polarization of the antenna 
is changed. The action of these relays depends on the 
position of the horizontal-vertical switches. 


D-c Restorers 


The d-c restorers, V106 and V107, prevent the positive 
half-cycle of a signal from causing the trace on the 
cathode-ray tube to pass through the center of the screen. 
These stages are not necessary for the radar pulses be- 
cause radar pulses are all negative. However, when radio- 
telephone or radiotelegraph signals are received, the sig- 
nal pattern could not start from the center of the screen, 
if it were not for the d-c restorers. The telephone and 
telegraph signals consist of both positive and negative 
voltages. 

The d-c restorers maintain a fixed negative d-c poten- 
tial. A positive signal causes the d-c restorers to conduct 
and prevents positive signals from affecting the deflection 
of the electron beam. Also, by changing the bias on the 
d-c restorers, the potentials appearing on the deflection 
plates can be adjusted so that the electron beam is cen- 
tered on the screen. 


DBM-1 Indicator Patterns 


A few of the patterns that may be obtained with the 
DBM-1 are shown in figure 9-16, A through E. The pulse 
repetition rate can be estimated by the spacing between 
the traces of the pattern. This depends on the pulse repe- 
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Figure 9-16.—Indicator patterns. A, Low PRF search radar; B, reception 
of two signals; C, lobe switching fire control radar; D, radiotelephone 


signal; E, polarization of the DBM-1 antenna different than that of the 
received signal. 


377951 O - 56 - 19 981 


tition rate of the transmitting radar and the speed of 
rotation of the DBM-1 antenna. The pulse width of the 
intercepted signal can be estimated by the length of the 
brightened ends of the traces. 

The ratio of the length of the bright tip to the total 
trace length expressed in percent is approximately equal 
to the pulse width in microseconds. If the bright tip is 
about 5 percent of the total length of the trace, the pulse 
width is approximately 5 microseconds. Communications 
signals can be identified because they do not produce any 
bright tips on the trace and in general their pattern has 
a fuzzy appearance. 


QUIZ 


Name two essential components of a radio direction finder. 


2. In what frequency range do most radio direction finders 
operate? 


3. Why are ground waves generally used for obtaining bearings 
with a radio direction finder? 


4. Name the two components of a radio wave. 


5. A radio wave has a horizontal magnetic field. How is the radio 
wave polarized? 


6. Radio direction finding makes use of which field component of 
the radio wave? 


7. How is a radio direction finder loop antenna made insensitive 
to the electric field component of the transmitted wave? 


8. What is the purpose of the insulated segment in the direction 
finder loop antenna shield? 


9. What is the relative diameter of an RDF loop antenna com- 
pared to the wavelength of the operating signal? 


10. What is the position of maximum induced voltage in an RDF 
loop antenna with respect to the direction of travel of a 
vertically-polarized radio wave? 


11. What is the phase relation between maximum induced voltage 
in the RDF loop antenna and the magnetic field component 
of the radio wave? 
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12. 


13. 


14. 
15. 


16. 


17. 
18. 


19. 


20. 


21. 


22. 


23. 
24, 


25. 
26. 


27. 


28. 


29. 


Is the RDF loop antenna bidirectional or is it omnidirec- 
tional? 


What causes the absence of a null position in an unbalanced 
and unshielded loop antenna? 


What is quadrature effect in a loop antenna? 
How is quadrature effect reduced in a loop antenna? 


What is the phase relation between the reradiated field from 
the compensating loop and the reradiated field from nearby 
objects? 

What is meant by polarization error, or night effect? 


Introducing the sense voltage into a loop antenna changes 
the bilateral pattern. What is the new pattern called? 


What is the phase relation between the differential loop volt- 
age and the voltage induced in the vertical antenna of the 
RDF? 


What is the phase relation between the primary and secondary 
voltages in the transformer that couples the loop antenna 
circuit to the vertical antenna circuit in the RDF? 


What is the phase relation between the differential loop volt- 
age and the sense voltage in the RDF? 


What feature of the coupling transformer eliminates the 
quadrature relation between the differential loop voltage and 
the sense voltage in the RDF? 


What is the purpose of the model DBM-1 direction finder? 


Name three advantages of u-h-f direction finders as compared 
to low frequency types. 


What is the purpose of the bazooka in the DBM-1 equipment? 


What is the function of the indicator units associated with 
the DBM-1 direction finder? 


How is the bearing of the pattern on the cathode-ray screen 
related to the antenna bearing in the DBM-1? 


What is the function of the d-c restorers in the DBM-1 indi- 
actor unit? 


A DBM-1 indicator pattern displays a pattern of a low PRF 
search radar. How are the spaces between the traces of the 
pattern related to the pulse repetition frequency? 
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CHAPTER. 


LORAN TRANSMITTING EQUIPMENT 
PRINCIPLE OF LORAN 


The loran system was designed to provide a means of 
obtaining navigational fixes by using low frequency radio 
signals. The word “loran” is a combination of the first 
letters of the words LOng RAnge Navigation. With loran, 
accurate fixes can be obtained at much greater distances 
from transmitting stations than is possible with conven- 
tional radio direction finding. During the day, over sea 
water, fixes are possible up to 700 nautical miles from 
the loran transmitting stations. At night, making use of 
sky waves, distances up to 1400 miles are possible. How- 
ever, fixes using sky waves are not so accurate as those 
made with ground waves. 

Loran fixes compare favorably in accuracy with celes- 
tial fixes. Loran has three advantages over celestial fixes. 
First, loran may be used as well in a heavy fog as in 
clear weather. Second, loran readings can be made 
rapidly. Third, loran fixes can be made at any time of 
the day or night in the area covered by the stations 
observed. 

The principle of loran is based on the difference in 
time required for pulsed radio signals to arrive from a 
pair of synchronized transmitters. Loran transmitters 
are installed on shore several hundred miles apart. The 
principle of loran is illustrated in figure 10-1, A. If sta- 
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Figure 10-1.—Principle of loran simplitied. A, Line of zero 
time difference; B, hyperbolic line of position. 


STATION 
6 


tions A and B are pulsed simultaneously, the two pulses 
arrive at any point on the centerline at the same time. 
Suppose that an observer is located closer to station A 
than to station B. Then the pulse from station A. will 
arrive at his location before the pulse from station B. 
A specific time difference will be noted at a number of 
points as shown in figure 10-1, B. These points lie on a 
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hyperbola. Connecting the points where the time differ- 
ence is the same forms a line of constant time difference, 
or hyperbolic line of position. This is the left branch of 
the hyperbola shown in figure 10-1, B. Notice that it is 
concave toward A. Stations A and B are the foci of the 
hyperbola. A time measurement indicates that the ob- 
server is somewhere on a particular line of position but 
does not indicate his position on the line. 

Assume now that the observer is on the side of the 
centerline toward B. Then the line of constant time dif- 
ference is the right branch of the hyperbola appearing in 
figure 10-1, B. If the pulses from the transmitters are 
identical, the observer has no way of telling which pulse 
arrives first. In this case the observer cannot determine 
which branch of the hyperbola is the true line of position. 
The ambiguity is overcome and at the same time the time 
measurement made by the observer is simplified by delay- 
ing the pulsing of one of the transmitters. 

From the foregoing explanation it follows that many 
lines of position may be obtained. By selecting several 
time differences for a given pair of stations the result 
is a family of hyperbolas like those shown in figure 
10-2, A. 

In actual practice, one station of the loran pair is 
designated the master station. It establishes the pulse 
repetition rate (PRR). The second, or slave station, 
receives the pulses of the master station and transmits 
its own pulses delayed in time but in synchronism with 
master pulses. The time delay between the transmission 
of a pulse from the master station and the arrival of 
this pulse at the slave station depends chiefly upon the 
distance between the stations. After the pulse arrives 
at the slave station there is a time delay of one-half the 
pulse-repetition period. This is introduced inherently by 
the two-trace method of cathode-ray-tube presentation 
used with a loran indicator. 


287 


883 


BASE LINZ 


EXTENSION 


CENTER LINE 


BASE LINE BASE LINE 
EXTENSION 


EXTENSION 


A B 


Figure 10-2.—Lines of position. A, No time delay; B, 3,000-microsecond delay. 
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Figure 10-3.—Obtaining a fix with one master and two slave stations. 


In addition to these two delays another delay called 
the CODING DELAY is added. The sum of the three delays 
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is called the ABSOLUTE DELAY. The absolute delay is the 
time between the transmission of a pulse from the master 
station and the transmission of a pulse from the slave 
station. The absolute delay in figure 10-2, B, is 3000 
microseconds. 

The PRR is different for different pairs of stations to 
enable the operator to identify the pair to which the 
receiver is tuned. If the master station PRR changes, 
it is necessary to correct this condition at the master 
station in order to preserve the identity of the pair. If 
the two stations of a pair become asynchronous they are 
brought into synchronism again by making the necessary 
adjustment at the slave station. If the basic time delay 
between the master and slave transmission changes, the 
correction is made at the slave station. Time intervals 
differ for various pairs of stations in order to prevent 
interference from other pairs of loran stations operating 
on the same channel. 

A loran fix is the point of intersection of two lines of 
position. Finding two lines of position requires two pairs 
of transmitting stations. One pair of stations acts as foci 
for one family of hyperbolas. The second pair of stations 
acts as the foci for another family of hyperbolas. A fix 
will be the intersection of two hyperbolas, one from each 
family. 

Figure 10-3 shows how a fix is obtained by using only 
one master and two slave stations. This is accomplished 
by causing the master station to transmit two distinct 
sets of pulses. The double-pulsed master station trans- 
mits one set of pulses at the PRR of the pulses trans- 
mitted by the first slave station and the other set of 
pulses at the PRR of the pulses from the second slave 
station. 

Lines of position are identified by a letter and several 
numbers. The letter represents the basic PRR—special 
(S), low (L), or high (H). (The special basic PRR is 
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not in current operational use.) The first number is the 
channel or carrier frequency. The second number denotes 
the specific PRR. The last number is the time difference 
in microseconds. For example, 2L 6—2500 indicates chan- 
nel 2 which is 1850 kc, a low basic PRR of 25 cycles per 
second, a specific PRR of 6 corresponding to 25 64,, cycles 
per second, and a time difference of 2500 microseconds. 


LORAN CHANNELS 


There are four loran channels, numbered 1 through 4, 
corresponding to carrier frequencies of 1950, 1850, 1900, 
and 1750 kc, respectively. At the present time only three 
channels are in use. In order to accommodate all loran 
stations on just a few channels, different pairs of stations 
use different pulse recurrence rates. 

The basic pulse repetition rates are 20, 25, 3314 pulses 
per second. The basic PRR of 20 cycles per second cor- 
responds to the special basic PRR and is not in use. The 
basic pulse recurrence rates are subdivided into specific 
pulse recurrence rates. The specific low PRR is from 0 
through 7 corresponding to 25 through 25%, pulses per 
second in steps of 14, of a pulse per second. The specific 
high PRR is from 0 through 7 corresponding to 3314 
through 341% in steps of 1% of a pulse per second. 

Loran stations operate in a portion of the radio spec- 
trum which is fairly crowded. The frequency band re- 
quired for loran stations is reduced by operating several 
pairs of stations on the same carrier frequency. As pre- 
viously stated, each pair of stations transmits at a dif- 
ferent PRR. Signals from all loran stations on the same 
channel appear on the indicator screen, providing the 
instrument is within range of the stations, but these 
signals drift across the screen at varying speeds. The 
operator can select a pair of stations by means of 
switches which cause the selected pulses to become sta- 
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tionary on the screen. The signals from other pairs con- 
tinue to drift across the screen and can be ignored. 

The general position of a ship is usually known before 
a loran fix is made. The person using the loran indicator 
can consult the loran charts for that particular area and 
note stations which are likely to be observed. From the 
symbols on the lines of position the channel, the basic 
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Figure 10-4.—Time difference measured on a loran indicator. 


PRR, and the specific PRR can be determined. On the 
loran indicator the operator first selects the channel. 
Then by using the basic and specific PRR switches, a pair 
of pulses is made to appear stationary on the indicator 
cathode-ray tube screen. The time difference is then 
measured. 

The indication appears on the loran indicator scope as 
two sweeps, one above the other. The pulse from the 
slave station is delayed about half the pulse repetition 
rate. The indication on the loran indicator scope is 
shown in figure 10—4. The pulse appearing on the top 
sweep is from the.master station and the one on the bot- 
tom sweep is from the slave station. The actual time dif- 
ference including the delay is the time it takes the sweep 
to travel from the master pulse across the screen retrace 
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to start the bottom sweep, and travel to the pulse from 
the slave station. However, the time measured is only the 
horizontal distance between the leading edges of the two 
pulses. Neglecting the rest of the time the sweep is in 
operation compensates for the slave pulse delay time. 


Figure 10-5.—TDP-1 loran transmitter. 


LORAN CHARTS 


Loran charts for use aboard ships and aircraft are 
published by the Hydrographic Office. These charts are 
standard Mercator charts with lines of position printed 
on them. The lines are mathematically computed and are 
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plotted for 20-microsecond intervals. The lines of position 
for different pairs of stations are printed in different 
colors. 


LORAN TRANSMITTING EQUIPMENT 


For a double-pulsed station the minimum equipment 
required is one transmitter, two timers, and a switching 
equipment. 
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Figure 10-6.—Block diagram of the TDP-1 loran transmitter. 


TDP-1 Transmitter 


A photograph of the TDP-1 loran transmitter is shown 
in figure 10-5. The frequency range of this transmitter 
is from 1700 to 2000 kc. When double-pulsed, it has a 
peak power output of 85 kilowatts. The duration of an 
output pulse is approximately 80 microseconds. Figure 
10-6 shows a block diagram of the TDP-1. The output 
pulses from the timer are fed through the switching 
equipment to the transmitter. In many respects the 
TDP-1 is similar to a radar transmitter. 
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The TDP-1 transmitter contains two identical exciter 
units which are necessary, if the transmitter is double- 
pulsed. The output of the timer consists of both positive 
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Figure 10—-7.—Simplified schematic diagram of the modulator 
and the oscillator. 


and negative pulses. An isolating diode allows only the 
positive pulses to reach the pulse forming circuit. The 
shape and duration of the pulses produced by the pulse 
forming circuit are determined by this circuit alone. The 
output of the pulse forming circuit is a series of positive 
pulses which cause the modulator to key the transmitter. 

A simplified schematic diagram of the high power 
oscillator and modulator is shown in figure 10-7. When 
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no keying pulses are present, the modulator tube V501 
is cut off by a large fixed bias on its grid. The oscillator 
is practically cut off by the cathode bias developed across 
resistors R506 and R510. The sum of the cathode voltage 
and grid bias supply voltage is an effective bias of —600 
volts on the grids of the oscillator tubes V401 and V402. 

The modulator V501 conducts when a positive keying 
pulse is placed on its grid. The voltage on the cathodes of 
the oscillator tubes is reduced to about +500 volts when 
the modulator conducts. The net grid bias is now positive 
on the grids of the oscillator tubes and oscillations build 
up rapidly. As soon as the grids of the oscillator tubes 
are driven positive, grid current flows and grid leak bias 
is developed across the grid resistor. This biases the 
tubes for ciass-C operation. The oscillator uses a push- 
pull tuned-plate tuned-grid circuit. Resistors in the plate 
return limit the current drawn from the power supply 
when the oscillator is pulsed. During the period that the 
oscillator is pulsed, plate power is supplied by capacitors 
C410 and C411. When the oscillator tubes stop conduct- 
ing these capacitors charge from the power supply. The 
snuffing choke improves the keying of the oscillator by 
momentarily driving the cathodes of V401 and V402 
about 2500 volts positive with respect to ground at the 
end of the keying pulse. This occurs as a result of the 
sudden change in current through the choke caused by 
the cutoff of V501. The output of the oscillator is fed 
through a coupling network to the antenna. 


UE-1 Timer 


The same type of timer is used at both the master and the 
slave stations. A receiver in the UE-1 timer receives both 
the local and the remote signals. These signals are viewed 
on cathode-ray tubes to determine whether the master 
and slave stations are synchronized. Adjustments are 
made at the slave station. 
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Figure 10-8.—UE-1 timer. 


A very stable 100-ke crystal oscillator in the timer 
generates timing and marker pulses. The output of the 
crystal oscillator is fed through a series of counting 
circuits which divide the crystal frequency to obtain 
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pulses at the pulse repetition rate of the station. Figure 
10-8 is a photograph of the UE-1 timer. The outputs of 
various counting circuits start the sweeps of the cathode- 
ray tubes, control multivibrators in the timer, and control 
the discriminator in the switching equipment. 


The timer used at the slave station performs the fol- 
lowing functions: (1) generates an extremely accurate 
timing signal; (2) receives the pulse signals from both 
the remote (master) station and the local (slave) sta- 
tion; (8) triggers the local transmitter at a predeter- 
mined time interval after the pulse from the master 
station is received; (4) generates the trigger pulse which 
actuates the slave transmitter; (5) provides an indica- 
tion on an oscilloscope of the master pulse, the slave 
pulse, and markers from which the time relationship 
between the two pulses can be maintained; (6) provides 
a means for correcting the time interval between master 
and slave pulses and also for correcting the basic timing 
signal which controls that time interval. 


To avoid confusion any adjustment of the time interval 
between the pulses from a master station and the corres- 
ponding pulses from a slave station is made at the slave 
station. This procedure is followed because the master 
station timer establishes the PRR and the slave station is 
synchronized with respect to the master station. 


Because of the extreme accuracy required, the timer is 
composed of a large number of circuits. The master and 
the slave stations can be synchronized manually. Once 
they are synchronized, an automatic synchronization unit 
in the timer at the slave station assumes control of the 
synchronization. Nevertheless, operating personnel must 
be at the stations during periods of operation. 


If the stations get out of synchronization, an automatic 
blinking circuit causes the pulses seen on the loran indi- 
cator screen to have a characteristic movement. This 
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warns the operator not to use this particular set of sta- 
tions in obtaining a fix. 


UM Switching Equipment 


The normal loran station equipment consists of two 
transmitters, either two or four timers, and a switching 
equipment. The number of timers depends on whether 
the station is single-pulsed or double-pulsed. The extra 
transmitter and, for a double-pulsed station, the two 
extra timers are standby equipment. 

The switching equipment and the timers are located 
in a shielded room to prevent any external fields from 
disturbing the timers. All cables, either entering or leav- 
ing the shielded room, pass through the switching equip- 
ment. These cables include those to the receiving antenna, 
to the source of primary power, from the output of the 
timers to the transmitters, and from the output of the 
timers to the monitoring receiver. 

The UM switching equipment performs the following 
functions—(1) Connecting any timer to any transmitter 
exciter, (2) connecting the 100-ke crystal oscillator signal 
from any timer to the monitoring receiver where it is 
compared with the primary standard station WWV. 


Power switches in the switching equipment control all 
power supplied to the timing equipment, to the switching 
equipment itself, and to the lighting circuits within the 
shielded room. The UM (figure 10—9) also isolates the 
timers from stray external r-f fields which might enter 
the shielded room through the power or antenna cables. 
A discriminator unit attenuates the local signal, which 
is initially much greater than the signal from the remote 
station, and roughly balances the two signals before pass- 
ing them to the receiver in the timer. 

The entrance box on the left-hand side of the cabinet 
extends through, and is grounded to, the wall of the 
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shielded room. All equipment in the shielded room and all 
coaxial cables’ have their common ground at the entrance 
box as does the elaborate grounding system used through- 
out the UM equipment. 


oO 


13. 


14. 


QUIZ 


What is the purpose of loran? 


Why can fixes be obtained at greater distances from the loran 
stations at night? 


What advantages does loran have over celestial fixes? 


Which station in a loran pair establishes the pulse repetition 
rate? 


What name is given to the time interval between the trans- 
mission of a pulse from the master station and the transmis- 
sion of a pulse from the slave station? 


If the basic time delay between a master station and a slave 
station changes, at which station is this condition corrected? 


How is it possible to obtain two lines of position that inter- 
sect by using only one master station and two slave stations? 


How many loran channels are there? 
How can all loran stations operate on a few channels? 


A basic pulse recurrence rate is divided into how many specific 
pulse recurrence rates? 


On a loran chart how are the lines of position for one pair of 
stations distinguished from the lines of position for another 
pair of stations? 


When must the TDP-1 transmitter have two exciter units? 


What type of oscillator circuit is used in the TDP-1 trans- 
mitter? 


What is the purpose of the resistors in the plate return of 
the oscillator in the TDP-—1 transmitter? 


How are pulses at the pulse repetition rate generated in the 
UE-1 timer? 
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16. 


17. 


18. 
19. 


If the stations in a loran pair get out of synchronization, 
what indication is provided by the UE-1 timer? 


Why are the switching equipment and timers located in a 
shielded room? 


What cables pass through the switching equipment? 


What is the purpose of the discriminator unit in the UM 
switching equipment? 


302 


CHAPTER 


LORAN RECEIVING EQUIPMENT 
RECEIVER UNIT IN THE DAS-4 


The model DAS—4 receiver-indicator is one type of 
loran set which may be installed aboard ship.The signals 
from the master and the slave stations are displayed on 
the indicator cathode-ray tube. A photograph of the 
DAS—4 is shown in figure 11-1. The indicator unit is the 
unit containing the cathode-ray tube. The receiver is to 
the left of the indicator. 

The receiver in the DAS—-4 is a conventional super- 
heterodyne type except that it has no variable tuning. 
Instead the receiver is preset to four different frequencies 
corresponding to the four loran channels. The channels 
are selected by means of a channel switch iocated on 
the front panel of the receiver. A schematic diagram of 
the receiver is shown in figure 11-2. 

The signal from the antenna is developed across the 
resonant tank in the grid circuit of the r-f amplifier. 
The channel switch connects the correct antenna, mixer, 
and oscillator coils for the selected channel. Coils not in 
use are grounded by various sections of the channel 
switch. The antenna coil selected and capacitor C305 
form a resonant tank circuit in the grid of the r-f ampli- 
fier. Two wave traps in the r-f amplifier grid circuit 
reject signals on or near the intermediate frequency of 
the receiver. 
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Figure 11-1.—DAS-4 receiver-indicator. 


The parallel wave trap, C301 and L305, presents a 
high impedance to signals of 1050 kc, which is the inter- 
mediate frequency of the receiver. The series wave trap, 
C302 and L306, presents a low impedance to ground for 
any 1050-ke signal that may leak through the rarallel 
trap. The output of the r-f amplifier is fed through a 
coupling capacitor to the grid of the mixer. Another 
series trap is placed between the signal grid and ground 
of the mixer. 

The cathode returns from the r-f amplifier, the mixer, 
the first i-f amplifier, and the second i-f amplifier ave 
connected to a common circuit which is in series with 
the GAIN CONTROL located in the indicator unit. The mixer 
stage is conventional in design. The local oscillator is a 
Colpitts oscillator tuned 1050 kc above the incoming 
signal. 
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Figure 11-2.—Schematic diagram of the receiver in the DAS—4. 
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The output of the mixer is amplified by three i-f ampli- 
fiers before being fed to a diode detector V306 (pins 3 
and 8). The output of the detector is developed across the 
diode load resistor R319. Filter switch $302 is shown in 
the OUT position on the diagram. The filter may be 
switched into the circuit to reduce the effects of inter- 
ference. The other half of the detector tube V306 (pins 
4 and 5) is used to eliminate the positive overshoot at 
the grid of V307 which would result from differentiator 
action of the coupling circuit, especially when the filter 
is used. The output of the video amplifier is coupled 
through a capacitor and a choke to the vertical deflection 
plates of the cathode-ray tube. A TEST-OPERATE SWITCH 
is provided so that the output of a counter circuit in the 
indicator can be connected to the input of the video 
amplifier. This is done to obtain a pattern on the indi- 
cator scope so that the counter feedback circuit may be 
adjusted correctly. 


The AMPLITUDE BALANCE CONTROL located in the indi- 
cator adjusts the gain of the third i-f amplifier. The 
cathode follower is part of the amplitude-balance circuit. 
This circuit is needed to equalize the signals from the 
master and from the slave stations. The signal from one 
of these stations may be larger than the signal from the 
other and to match the pulses on the screen of the indi- 
cator it is necessary that the amplitude of the two signals 
be the same. The amplitude-balance circuit is described 
in greater detail later in this chapter. 


OPERATION OF THE DAS-4 INDICATOR UNIT 


The indicator is used to measure the time difference 
between a pulse from the master station and a pulse from 
a slave station operating on the same PRR. The signal 
from the master station appears on one trace. The signal 
from the slave station appears on the other trace, as 
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Figure 11-3.—Signals appearing on the indicator. A, Before adjustment of 
the amplitude balance control; B, after adjustment of the amplitude balance 
control; C, pulses placed on the pedestals. 
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shown in figure 11-3. This pattern appears when the 
sweep speed switch is set at SLOW, the fast sweep switch 
at 3, and the receiver switch at its ON~1 position. The 
markers appearing downward from the traces are at 
500-microsecond intervals. Every fifth marker is made 
shorter for ease in counting. After selecting the channel, 
the basic PRR, and the specific PRR, the signals may 
appear anywhere along the traces as shown in figure 
11-38, A. The master station pulse is always to the left 
of the slave pulse. Thus, in figure 11-3, A, the master 
pulse is on the lower trace. 

The amplitude balance contro! is adjusted until the 
amplitudes of the two pulses are equal, as shown in 
figure 11-3,B. Then by using the LEFT-RIGHT switch, the 
pulses are moved along the traces until the pulse from 
the master station is on the upper pedestal (figure 11— 
3,B). The COARSE DELAY and the FINE DELAY controls are 
now used to move the pedestal on the lower trace until 
the slave signal appears on the lower pedestal as shown 
in figure 11-3,C. 

When the SWEEP SPEED is turned to FAST, the tops of 
the pedestals enlarge until they cover the entire width 
of the screen (figure 11-4,A). To obtain this pattern 
the sweep speed switch is set at FAST, and the fast sweep 
switch at 3. The delay controls are then adjusted until 
the slave pulse appears directly under the master pulse. 
The pulses are moved by the left-right switch until they 
are within the first 500-microsecond interval at the left 
end of the screen (figure 11-4,B). 

The left ends of the traces up to the first 500-micro- 
second marker are made to cover the full width of the 
screen by changing the FAST SWEEP switch to position 2 
(figure 11-5). The slave pulse is brought under the 
master pulse by using the fine-delay control. The pulses 
are moved to the left ends of the traces by the left-right 
switch. Turning the fast-sweep switch to position 1 
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enlarges the portions of the traces appearing to the left 
of the fourth 50-microsecond marker. The pulses appear 
in a pattern similar to that shown in figure 11-6. 
Moving the receiver (RECVR) switch to the ON-2 position 
eliminates the trace separation and the markers. The two 
pulses appear to be on the same trace as shown in figure 
11-7. For this pattern the sweep-speed switch is set at 
FAST, and the fast-sweep switch at 1 (figure 11-7,A). 


‘Figure 11-4.—Aligning the master and slave pulses. A, Pulses roughly 
aligned; B, pulses aligned and moved to the left end of the traces. 
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The two pulses are then superimposed (figure 11-—7,B) 
by adjusting the fine-delay control. The pulses will not 
coincide exactly. Correct adjustment is reached when the 
leading edges of the two are matched. After the pulses 
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Figure 11-5.—Pulses appearing on the indicator when the sweep speed 
switch is at FAST and the fast sweep switch is at position 2. 


Figure 11-6.—Pulses appearing on the indicator when the sweep speed 
switch is at FAST, and the fast-sweep switch is at position 1. 


have been superimposed, the delay controls must not be 
disturbed until the time difference is read. 
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Figure 11-7.—Matching the pulses. A, Upper and lower traces 
superimposed, B, both traces and pulses superimposed. 


The time difference reading is made in three steps. 
The controls are left in the same position as they were 
for superimposing the pulses, with the exception that 
the receiver switch is moved to the OFF position. The 
pattern shown in figure 11-8,A, will appear. From one 
of the downward projecting 50-microsecond markers on 
the lower trace count the number of microseconds to the 
right of this marker to a point directly below the next 
50-microsecond marker on the upper trace. The small 
upward markers are at 10-microsecond intervals. The 
reading is 35. This completes the first step. 


Next turn the gain control to its extreme counterclock- 
wise position and the fast-sweep switch to position 2. 
Place the receiver switch at its ON—1 position. Turn the 
TRACE SEPARATION control until the traces are about half 
an inch apart. The pattern on the indicator will be similar 
to the one shown in figure 11-8,B. Count the number of 
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Figure 11-8.—Reading the time difference. A, Reading 35 micro- 
seconds; B, reading 400 microseconds; C, reading 3,000 microseconds. 


50-microsecond markers from the right side of the 500- 
microsecond marker on the lower trace to a point directly 
beneath the 500-microsecond marker on the upper trace. 


In figure 11-8,B, there are eight 50-microsecond markers 


so the reading is 400 microseconds. This completes the 


second step. 


The pattern shown in figure 11-8,C, is obtained when 
the sweep-speed switch is set at SLOW and the fast-sweep 
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switch is turned to position 3. Count the number of 500- 
microsecond markers to the left of the pedestal on the 
lower trace. In figure 11-8,C, the number is 8. The cor- 
rected reading is taken from the left edge of the upper 
pedestal to the left edge of the lower pedestal. Since the 
upper pedestal’s left edge is always fixed at the second 
marker on the upper trace, two markers must be sub- 
tracted from the number counted on the bottom trace. 
In figure 11-8,C, the reading is 6, which corresponds to 
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Figure 11-9.—Simplified block diagram of the DAS-4. 


38000 microseconds. This completes the third step. Adding 
the readings obtained in the three steps gives a total 
time difference of 3485 microseconds. 


DAS-4 INDICATOR CIRCUITS 


The output of a standard frequency generator, 100,000 
cycles per second, is divided by a series of counter circuits 
to produce pulses of 50 to 50% cycles per second (in 
1g-cycle steps) and 6624 to 6824 cycles per second (in 
24-cycle steps). These pulses correspond to twice the PRR 
of corresponding pairs of loran stations. Pulses from the 
counter circuits are used for markers and for tripping 
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various other circuits. A simplified block diagram of the 
DAS—4 is shown in figure 11-9. 

Through a phase-shifting circuit a portion of the 100,- 
000-cycle signal is used to produce 10-microsecond mark- 
ers. The phase-shifting circuit is used to cause every 
fifth 10-microsecond marker to coincide with the 50- 
microsecond markers. One cycle of the output of the 
standard frequency generator corresponds to 10 micro- 
seconds. The 100,000-cycle signal is amplified and clipped 
in the 10-microsecond marker circuit. The clipped signal 
is applied between the upper vertical deflection plate of 
the cathode-ray tube and ground. 

Output pulses from the last counter circuit start the 
slow-sweep circuit which provides a horizontal sweep at 
exactly twice the transmitter PRR. A square-wave gen- 
erator, also tripped by the last counter, provides a square 
wave at half the sweep frequency. The square wave verti- 
cally displaces alternate horizontal sweeps to produce 
two horizontal traces one above the other. 

The square wave is applied between the lower vertical 
deflection plate of the cathode-ray tube and ground. The 
output of the square-wave generator trips the A- and B- 
delay circuits. The letters ‘‘A”’ and “B” refer to the delays 
affecting the upper and lower traces, respectively. The 
delay circuits introduce a time delay between the begin- 
ning of the trace and the béginning of the pedestal. 

The A-delay is fixed while the B-delay is variable over 
a range of approximately 10,000 microseconds. A ped- 
estal-generator circuit produces a pedestal on each trace. 
The pedestal can assume any one of three different hori- 
zontal lengths. These lengths correspond to 225, 750, and 
2500 microseconds, depending on the position of the 
fast-sweep switch. When the sweep-speed switch is set at 
FAST, the pedestal generator trips the fast-sweep circuit 
to expand the top of the pedestal to the full width of the 
screen. 
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Figure 11-10.—Schematic diagram of the standard frequency generator. 


Standard Frequency Generator 


A schematic diagram of the standard frequency gen- 
erator is shown in figure 11-10. The 100-ke crystal in 
the grid circuit controls the frequency of the oscillator. 
The oscillator may operate as a tuned-plate tuned-grid 
circuit, if the crystal is removed from the circuit. How- 
ever, when the crystal is inserted, it will assume control 
of the frequency. 


A small capacitor from the plate to grid together with 
the grid-plate capacitance of the tube supplies positive 
feedback. Capacitor C104 is the DRIFT CONTROL. The fre- 
quency of the oscillator can be varied +30 cycles with 
this control in order to bring the oscillator into syn- 
chronism with the transmitting stations. Switch S105A 
is a section of the left-right switch. Moving this switch 
causes the indicator circuits to go out of synchronism 


314 


TO COUNTER 


FROM STANDARD NO.1 
FREQUENCY GEN- 
ERATOR CIRCUIT B+ 
C109 | 
RIOS 
56,0002 


RIO6 
100,000n. 


Figure 11-11.—Schematic diagram of the squaring amplifier. 


temporarily so that the pulses can be moved along the 
traces. The plate tank is composed of capacitor C213 
and the primary of transformer T101. The plate tank 
is tuned to 115 kc. The secondary of the transformer is 
part of the 10-microsecond marker circuit. 


Squaring Amplifier 
The output of the standard frequency generator is fed 
to the squaring amplifier (figure 11-11). This stage is 
an overdriven amplifier being driven alternately into 
cutoff and saturation by the sine-wave output of the 
generator. The output of the squaring amplifier is a 
square wave used to trip the first counter circuit. 


Counter Circuits 


A schematic diagram of the first counter circuit is 
shown in figure 11-12. All the counter circuits in tne 
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Figure 11-12.—Counter no. 1. A, Schematic diagram; B, waveforms. 
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DAS-—4 operate in a similar manner. A counter of the 
type used in this equipment is essentially a combined 
blocking oscillator and voltage-accumulator tripping cir- 
cuit. The output of the squaring amplifier drives counter 
no. 1. Small positive and negative pulses of current from 
the output of the squaring amplifier pass through the 
variable capacitor C111. The output of the squaring am- 
plifier (figure 11-12,B) is coupled through capacitor 
C111 to the diodes. The negative pulses from the squar- 
ing amplifier are shunted to ground through the left-hand 
diode. The positive pulses cause the right-hand diode to 
conduct and charge capacitor C112. Each time the right- 
hand diode conducts, the voltage across C112 increases 
by about 10 volts (figure 11-12,B). 

The cathode of V104A has a high positive bias obtained 
from a bleeder network. This bias, which can be adjusted 
by potentiometer R109, holds V104A well beyond cutoff. 

The voltage developed across C112 is connected directly 
from the grid of V104A to ground. When this voltage is 
great enough it will overcome the positive bias on the 
cathode of V104A and cause this tube to conduct. In 
normal operation five positive pulses from the squaring 
amplifier are required for the voltage across C112 to 
overcome the bias on V104A. 

When V104A conducts, there is a sharp increase in 
plate current which induces a voltage across the grid 
winding of the transformer. The voltage induced in the 
grid circuit drives the grid more positive and increases 
the plate current. In a very short time the tube becomes 
saturated. The sharp increase in plate current is accom- 
panied by a surge of grid current which discharges 
capacitor C112. The transformer field stops rising when 
the tube saturates and the grid swings in a negative 
direction. Plate current falls and the collapsing field in- 
duces a voltage in the grid winding, which drives the tube 
beyond cutoff. During the interval when grid current 
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Figure 11-13.—Schematic diagram of the fourth counter. 


flows, capacitor C112 charges in the opposite direction 
and its negative voltage is impressed on the grid of the 
triode at the instant it stops conducting. This charge is 
removed very rapidly by conduction of the two halves of 
the diode in series. The pulses appearing in the plate 
circuit of the triode are an exact submultiple of the 
input pulses. 

Changing the bias on the triode with potentiometer 
R109 changes the number of input pulses needed to over- 
come this bias. Therefore, adjusting R109 changes the 
number of input pulses needed for one output pulse from 
the triode. The potentiometer is correctly adjusted when 
five input pulses produce one output pulse. 

The second and third counters are similar to the first 
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Figure 11-14.—Counter and feedback circuits. 


B, schematic. 
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EDBACK 


CIRCUIT 


A, Block diagram; 


counter. The second counter requires 10 pulses from the 
first counter for one output pulse. And the third counter 
requires 5 pulses from the second counter for one output 
pulse, with no feedback. Therefore, to get one output 
pulse from the third counter 250 pulses from the squar- 
ing amplifier to the first counter are needed. 

The bias arrangement used with the fourth counter 
is somewhat different from that used in the other coun- 
ters. A schematic diagram of the fourth counter is shown 
in figure 11-138. 

The number of input pulses for each output pulse is 
determined by the position of the PRR switch. When 
this switch is in the L (low) position, the cathode bias 
from the bleeder is such that 8 pulses raise the grid 
voltage enough for the triode to conduct. If the switch 
is changed to the H (high) position, the cathode bias is 
reduced and 6 input pulses cause the triode to conduct. 
The output of the fourth counter trips the square-wave 
and slow-sweep generators and supplies feedback to the 
second counter. 


Counter Feedback Circuit 


Without feedback, to produce one output pulse from 
the fourth counter requires 400 pulses input to the sec- 
ond counter, provided the PRR switch is at L, and 300 
pulses if this switch is at H. The counter feedback circuit 
provides a means of reducing the number of input pulses 
to the second counter for each output pulse of the fourth 
counter. A block diagram indicating the relation between 
the counter feedback circuit and the four counter circuits 
is shown in figure 11-14, A. Depending on the setting 
of the PRR switch, the reduction will be either from 400 
to 393 pulses, or 300 to 2938. 

The pulses fed back to the second counter from the 
fourth counter are impressed across limiter V107 (figure 
11-14, B). Tubes V105 and V106A with their associated 
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Figure 11-15.—Schematic diagram of the slow-sweep circuit. 
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components form the second counter circuit. Limiter 
V107 keeps the input voltage to the feedback capacitors 
(1 through 7) constant. The limiter is biased from a 
bleeder R156. This bias makes the cathode positive with 
respect to the plate. However, if the positive portion of 
the output pulse from the fourth counter exceeds this 
bias, the diode conducts and limits the pulse amplitude. 
The negative portion of the pulse is shunted to ground 
by the right-hand section of V117. The position of the 
STATION SELECTOR switch S103A determines the amount 
of feedback voltage. Changing the position of the station 
selector switch changes the value of capacity placed in 
series with the left-hand section of V117. 

The voltage on triode V106A is the voltage developed 
across capacitors C118 and C119. With no feedback, 10 
pulses from the first counter are required to cause the 
triode to conduct. The fourth counter output consists of 
one pulse in every 20,000 microseconds (50 cps) without 
any feedback, when the PRR switch is in the L position. 


Each output pulse from the fourth counter will be fed 
back through the station selector switch to capacitors 
C118 and C119 as input to the second counter. The mag- 
nitude of the voltage which this pulse places across these 
capacitors depends on the switch position. Suppose that 
the station selector switch is in position 3. In this case 
the voltage on capacitors C118 and C119 will be equal 
to that produced by three pulses from the first counter. 
Since a total of 10 input pulses to the second counter 
produce one output pulse therefrom only 7 pulses from 
the first counter are now required to produce one output 
pulse from the second counter. 

Every time the station selector switch is advanced a 
step toward position 7, the number of pulses necessary 
from the first counter to trip the second counter is 
reduced by one. This reduces the recurrence rate of the 
fourth counter by 50 microseconds. With the station 
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selector switch in position 3 the reduction is 150 micro- 
seconds. Now, instead of having a pulse every 20,000 
microseconds (50 cps) from the fourth counter the pulse 
will occur every 19,850 microseconds (50 % cps). The 
small trimmer capacitors are used to adjust the amount 
of feedback for each position of the station selector 
switch. 


Slow-Sweep Circuit 


The slow-sweep circuit includes a sweep generator 
and an amplifier. A schematic diagram of this circuit is 
shown in figure 11-15. The slow-sweep generator pro- 
vides a horizontal sweep voltage to the cathode-ray tube 
at exactly twice the recurrence rate of the loran trans- 
mitting stations. The beginning of the sweep is controlled 
by the output of the fourth counter. 

Tube V122 is a conventional thyratron sweep genera- 
tor. Assume that the tube is not conducting. Capacitor 
C211 charges through resistor R264. If no pulses from 
the counter are placed on the grid of the thyratron, the 
capacitor charges to about 140 volts before the thyratron 
fires. When the thyratron fires, capacitor C211 discharges 
to about 50 volts before the tube deionizes. The frequency 
of the sweep in this case is determined by the time con- 
stant of R264 and C211. Since capacitor C217 has five 
times the capacity of C211, it acts as a battery to charge 
C211. 

The grid of the thyratron is driven positive by pulses 
from the fourth counter. These pulses start the tube 
conducting before capacitor C211 has time to charge to 
the firing potential determined by the cathode bias alone. 
Therefore the circuit synchronizes with the output pulses 
from the fourth counter. The duration of the saw-tooth 
waveform, including the retrace time, is the same as the 
interval between output pulses from the fourth counter. 

The saw-tooth is coupled to the grid of sweep amplifier 
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V123. The amplitude of the voltage applied to the grid is 
adjusted by potentiometer R262. When the PRR switch 
is changed to the H position, one of the grid resistors 
is shorted-out in order to provide a higher saw-tooth 
voltage on the grid. This is done to keep the length of 
the sweep the same for either position of the PRR switch. 

The output of the slow sweep amplifier is fed to a para- 
phase amplifier when the slow sweep is being used. The 
output of the paraphase amplifier is fed to the horizontal 
deflection plates of the cathode-ray tube. 


Square-Wave Generator 


The square-wave generator is an Eccles-Jordan multi- 
vibrator. As shown in the schematic diagram (figure 
11-16,A) the circuit is symmetrical. The circuit is con- 
nected so that an increase in plate current of one triode 
causes a decrease in the plate current of the other triode. 

Assume that V115A is conducting and V115B is cut off. 
An output of the fourth counter is coupled to the cathode 
of V110B, which is connected as a diode. This tube con- 
ducts only when a negative pulse is placed on its cathode. 
Therefore, only negative pulses can be coupled to the 
grids of the triodes. A negative pulse has no effect on 
V115B because it is already cut off. 

However, the same negative pulse is applied also to 
the grid of V115A, which is conducting. This negative 
pulse reduces the plate current of V115A, causing its 
plate voltage to increase. The increase in plate voltage 
is coupled through capacitor C167 and resistor R180 to 
the grid of V115B. This causes V115B to start conduct- 
ing; its plate voltage drops and the drop is coupled to 
the grid of V115A, causing this tube to cut off. V115B 
continues to conduct until another negative pulse from 
the counter cuts it off and causes V115A to conduct. The 
triodes have equal on and off periods (figure 11—16,B). 
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Figure 11-16.—Square-wave generator. A, Schematic diagram; 
B, input and output waveforms. 
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Figure 11-17.—Schematic diagram of the A-delay circuit. 
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Their output is therefore a square wave. The square-wave 
generator supplies outputs to the amplitude-balance cir- 
cuit and to the delay circuits. 


A-Delay Circuit 


The positions of the pedestals on their respective 
traces are determined by the time-delay circuits. The 
delay associated with the upper trace is designated the 
A-DELAY and the one for the lower trace, the B-DELAY. 
The square wave from the square-wave generator is 
differentiated to produce sharp pulses which trigger the 
delay circuits. The differentiated positive pulses trip the 
A- and B-delay circuits on alternate horizontal sweeps. 
The differentiated negative pulses have no effect on the 
delay circuits. The outputs of both delay circuits are 
mixed and used to trip the pedestal generators. 

The A-delay circuit introduces time delay between the 
beginning of the upper trace and the beginning of the 
A-PEDESTAL. On the next horizontal sweep after the 
A-pedestal generator is tripped, the B-delay circuit intro- 
duces a time delay between the beginning of the lower 
trace and the beginning of the B-PEDESTAL. The time 
delay introduced by the A-delay circuit is fixed while the 
time delay of the B-delay circuit is variable over the 
range of approximately 1000 to 10,000 microseconds. 

The B-delay is obtained from two multivibrators. The 
first multivibrator is called the Bl-delay circuit and con- 
tains the coarse delay control. This delay circuit operates 
in steps of 500 microseconds. The second multivibrator 
is called the B2-delay circuit and contains the fine delay 
control. By using the fine delay control a time delay 
between 0 and 650 microseconds may be introduced into 
the circuit. The delays in the two multivibrator circuits 
add, since the multivibrators are connected in series. 

The A-pedestal delay multivibrator (figure 11-17) re- 
ceives a differentiated positive pulse from the square- 


327 


wave generator. This positive pulse trips the delay circuit 
at the same time as the beginning of the upper trace on 
the cathode-ray tube. The multivibrator sends a negative 
pulse to the pedestal generator at the end of a definite 
period of time. This time delay can be adjusted with 
potentiometer R129 in steps of 500 microseconds. 

Tube V111 is connected so that V111A is normally 
cut off and V111B is normally conducting. The space 
current of V111B flows through cathode resistor R136 
which is common to both tubes. The bias developed across 
this resistor is sufficient to cut off V111A. The grid of 
V111B is returned to B-+ through resistor R133, which 
ensures that V111B conducts heavily and is normally on. 
The grid of V111A is biased from a voltage divider in 
addition to the cathode bias. The amount of bias is deter- 
mined by adjusting potentiometer R129 and by the posi- 
tion of the station-selector switch. 


When a differentiated positive pulse is placed on the 
grid of V111A, this tube conducts and its plate voltage 
drops. The drop in plate yoltage causes capacitor C136 
to discharge. The discharge appears as a negative voltage 
on the grid of V111B and cuts off this tube. Cutting off 
V111B reduces the current through the common cathode 
resistor and lowers the bias on V111A. Now V111A is 
conducting while V111B is cut off. 

During the time V111A conducts, capacitor C136 dis- 
charges and V111B remains cut off. The discharging 
capacitor keeps this tube cut off. However, when C136 
discharges sufficiently, V111B again conducts. The in- 
creased current through the cathode resistor increases 
the bias on V111A and lowers its plate current. This 
increases its plate voltage. The higher plate voltage 
causes capacitor C136 to charge up and the grid of V111B 
to go more positive. This further increases the cathode 
bias on V111A and cuts it off. The delay circuit is again 
normal with V111B conducting and V111A cut off. 
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The sharp drop in plate voltage of V111B caused by 
the sudden rise in plate current following the partial dis- 
charge of capacitor C136 produces an output pulse 
through capacitor C137. The period of time during which 
V111B is not conducting represents the time delay be- 
tween the input pulse from the square-wave generator 
and the output pulse which trips the pedestal generator. 
It also represents the time delay between the start of 
the upper trace and the start of the A-pedestal. The time 
delay is varied by adjusting potentiometer R129. This 
changes the bias on the grid of V111A and determines 
the amount of current flowing through the cathode resis- 
tor when V111A is conducting. The potentiometer setting 
determines the cathode bias on V111B, when this tube is 
not conducting. Since the plate voltage for conduction 
depends on the grid bias on V111B the potentiometer 
setting, therefore, determines the length of time that 
capacitor C136 must discharge before V111B will con- 
duct. 


The time delay is locked by negative 500-microsecond 
markers placed on the grid of V111A. The markers 
appear as positive pulses in the plate circuit of V111A. 
They are coupled through C136 to the grid of V111B. 
Figure 11-18 is the waveform on the grid of V111B, when 
it is not conducting. The end of the time delay is estab- 
lished by the first 500-microsecond marker whose peak 
voltage raises the grid above cutoff. The output pulse is 
always started by a 500-microsecond marker provided 
the time delay is at least 500 microseconds and the lock- 
ing pulses are large enough to make the total grid voltage 
greater than the voltage at the base of the next locking 
pulse. 

In order to facilitate locking the circuit on the second 
500-microsecond marker, the grid bias on V111A is 
changed slightly, when the channel selector switch is 
changed. The output from V111B, a square wave, is 
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coupled through capacitor C137 to the twin diode V133 
and resistor R146. This square wave is differentiated by 
C137 and R146. The resistance of the series diode (pins 
3 and 4), when conducting, is low and can be neglected 
as far as the differentiating circuit is concerned. The 
diode section (pins 5 and 8 of V133) shorts the positive 
pulses to ground. The differentiated negative pulses de- 
veloped across R146 are used to trip the pedestal genera- 
tor and the fast-sweep circuit. 


---~}- — — CUT OFF 


LOCKING PULSE 


Figure 11-18.—Waveform showing the locking pulses. 


B1-Delay Circuit 


The Bl-delay circuit is similar to the A-delay circuit. 
A schematic diagram of the Bl-delay circuit is shown in 
figure 11-19. Tube V114B is normally cut off and V114A 
is normally conducting. The grid of V114A is biased 
slightly positive. This ensures that the current drawn by 
V114A develops enough voltage across the cathode re- 
sistor to cut off V114B. A positive square wave from the 
square-wave generator is differentiated by C164 and 
R173. The positive pulse developed across R173 triggers 
the multivibrator. When V114B starts conducting, there 
is a sharp drop in its plate voltage which appears as a 
negative voltage on the grid of V114A and cuts off this 
tube. 

The square wave which trips the Bl-delay circuit is 
180 degrees out of phase with the square wave that trips 
the A-delay circuit. As shown in figure 11-16, the output 
that trips the A-delay circuit is taken from the plate of 
V115B and the output that trips the Bl-delay circuit is 


330 


1 ROM SQUARE WAVE 
GENERATOR, VIISA 


TO 82 DELAY 
FROM CIRCUIT 
S00 y SEC. 
MARKER 


B+ 
AMPLIFIER 
VISA 
{ 
RI76 Ri63 
39,000 1. 22,000.10 
RI7S 
120,000 N 
RI7T4 
50,0000 
RIT2 
10,0002 
LAY 
100,000.20. ve 
cI388 
STATION 
2 SELECTOR .25yF 
RI66 S103 ¢ az (Lo) RITI 
a7 3 7 10,0002 
4= 6 
5 90 
‘as O 
RITO 
RIG7 6,800.2 
47 
RIG RI69 R286 R 289 
47 47+. 47 47n 


Figure 11-19.—Schematic diagram of the B1-delay circuit. 


taken from the plate of V115A. A pulse from the fourth 
counter trips the slow sweep generator and also the 
square-wave generator. This starts the upper trace and 
also the A-delay. The next pulse from the fourth counter 
again trips the slow sweep generator, starts the lower 
trace, and begins the Bl-delay. 
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The first pulse from the fourth counter produces a 
positive square wave at the plate of V115B. When dif- 
ferentiated this positive square wave produces a positive 
pulse which starts the A-delay. At the same time there 
is a negative square wave on the plate of V115A. This 
negative square wave, when differentiated produces a 
negative pulse which has no effect on the Bl-delay. The 
next positive pulse is fed to the Bl-delay circuit and a 
negative pulse is fed to the A-delay circuit. Therefore, 
the start of the lower trace occurs at the same time as 
the start of the Bl-delay. 

The Bl-delay is the length of time that V114B con- 
ducts. As in the A-delay circuit, 500-microsecond markers 
are used to lock the circuit. The coarse delay control 
setting determines how heavily V114B conducts and, 
therefore, determines how much bias is developed across 
the cathode resistor when V114B is conducting. The 
amount of cathode bias on V114A while it is cut off 
determines how much capacitor C162 has to discharge 
before this tube conducts, since the plate voltage for 
conduction varies with the grid bias. 

The delay range of the Bl-delay circuit is increased 
by increasing the time constant of C162, R168, and R162 
as against that of C136, R132, and R133 in the A-delay 
circuit (figure 11-17). The output of the Bl-delay circuit 
trips the B2-delay circuit. 


B2-Delay Circuit 


The operation of the B2-delay circuit is the same as 
that of the Bl-delay circuit. A schematic diagram of the 
B2-delay circuit is shown in figure 11-20. The fine delay 
control R138 determines the length of time that V112A 
conducts. The output is taken from the plate of V112B. 
The square wave is differentiated by capacitor C143 and 
resistor R146, when the right-hand section of V134 con- 
ducts. The differentiated negative pulse trips the pedestal 
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Figure 11-20.—Schematic diagram of the B2-delay circuit 


generator. Resistor R146 is a common load for the outputs 
of both the A- and 82-delay circuits. 
Fast-Sweep Circuit 


A schematic diagram of the fast-sweep circuit and the 
pedestal generator is shown in figure 11-21. The nega- 
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Figure 11-21.—Schematic diagram of the fast-sweep circuit. 


tive pulses from both the A- and B2-delay circuits trigger 
pedestal generator V119. Tube V119B is normally con- 
ducting and V119A is normally cut off. When a negative 
pulse, from one of the delay circuits, is placed on the 
grid of V119B its plate current is suddenly reduced. 
There is a sharp increase in the plate voltage which 
causes the grid of V119A to go positive and V119A con- 
ducts. When V119A conducts, its plate voltage drops 
sharply. This drives the grid of V119B negative and cuts 
off this tube. 

The length of time that V119B is cut off is determined 
by the time constant of resistor R213 and the capacitor 
selected by switch S$102A. The positive voltage swing on 
the grid of V119A, when V119B is cut off, is placed on 
the grid of the cathode follower V120B. The plate current 
of V120B increases. This causes an increase in the volt- 
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age drop across cathode resistors R203 and R204. The 
voltage developed across the cathode resistors is placed 
on the intensity grid of the cathode-ray tube, when the 
sweep-speed switch is at FAST, in order to unblank the 
cathode-ray tube. 

When the switch is in the SLOW position, the voltage 
developed across R203 is placed on the vertical deflection 
plates of the cathode-ray tube. This voltage is positive 
and deflects the trace upward producing a pedestal on 
the trace. Tubes V120A and V121 are part of the fast 
sweep circuit. Before a pulse from the delay circuits is 
placed on the grid of V119B, these tubes are conducting. 
The capacitor selected by switch S102B charges up to 
the plate voltage of V121. However, when V119A con- 
ducts, its plate voltage drops. This reduces the voltage 
on the grid of V120A to cutoff. The capacitor now sup- 
plies plate voltage for V121 and discharges through 
V121. The discharge of the capacitor has a saw-tooth 
waveform. The saw-tooth is coupled to the paraphase 
amplifier. The pedestal and sweep lengths are deter- 
mined by the position of S102. 


Paraphase Amplifier 


The paraphase amplifier is a phase-splitting circuit 
that converts the saw-tooth wave from either the fast- 
or slow-sweep circuit into a symmetrical push-pull saw- 
tooth wave. The push-pull saw-tooth wave is applied to 
the horizontal deflection plates of the cathode-ray tube. 
A schematic diagram of the paraphase amplifier is shown 
in figure 11-22. Without an input signal on its grids, 
V124 conducts. The outputs of the sweep circuits are 
negative saw-tooths. 

The position of the sweep-speed switch S101B deter- 
mines whether the output of the slow-sweep or the fast- 
sweep generator is applied to the grid of the paraphase 
amplifier. The negative saw-tooth on the cathode of this 
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Figure 11-22.—Schematic diagram of the paraphase amplifier. 


amplifier is coupled through capacitor C204 to one deflec- 
tion plate while the positive saw-tooth in the plate circuit 
is coupled through capacitor C203 to the opposite deflec- 
tion plate. 


Marker Mixer and Trace-Shift Mixer Circuit 


Three inputs are fed to the marker mixer and trace- 
shift mixer circuit—50-microsecond markers, 500-micro- 
second markers, and a square wave. A schematic diagram 
of this circuit is shown in figure 11-23. Both triodes act 
as cathode followers. An output of the first counter (50- 
microsecond markers) and an output of the second coun- 
ter (500-microsecond markers) are fed to the grid of 
V104B. These markers consist of both positive and nega- 
tive pulses. Since the tube is almost cut off, because of 
the large cathode bias, only the positive ynlses appear 
across the cathode resistors. 

The coupling capacitors and resistors for the markers 
are chosen so that the 500-microsecond markers have 
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Figure 11-23.—Schematic diagram of the marker mixer and 
trace-shift mixer circuit. 


four times the amplitude of the 50-microsecond markers. 
When the receiver switch is in the ON—2 position, section 
S104D removes the markers from the traces. This is 
done when the traces and the signal pulses are being 
superimposed. However, when the switch is in one of the 
other two positions, the markers appear across the cath- 
ode resistors of V113B in the trace-shift mixer. 

The trace-shift mixer receives a square-wave input 
from the amplitude-balance circuit. The amplitude of the 
square wave is determined by the trace-separation con- 
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trol when S104B is in the ON-1 position. With S104B in 
the ON-2 position, the trace separation is removed. In the 
OFF position, a square wave of small amplitude is taken 
from R194 and applied to the grid of V113B to give a 
small trace separation. The bias on V113B is developed 
across cathode resistors R190 and R191. The grid is 
returned to the center of these two resistors which is 
positive with respect to ground. 

The purpose of connecting the grid at this point is to 
provide a small amount of negative feedback to reduce 
distortion and yet to keep the output at a moderately 
high impedance. The square wave coupled to the grid 
appears in the cathode circuit. The markers are super- 
imposed on the square wave and coupled to the lower 
vertical deflection plate through capacitor C171. 


Amplitude-Balance Circuit 


The amplitude-balance circuit provides different 
amounts of receiver gain during the upper and lower 
traces. Suppose that the loran receiver is located closer 
to one of the loran stations than to the other. The signal 
from the closer station usually will be greater in ampli- 
tude. The amplitude of the two signals cannot be equal- 
ized by the gain control because this control affects both 
signals. 

With the amplitude-balance control the gain of the 
third i-f amplifier in the receiver may be decreased either 
during the upper trace or the lower trace. Since the 
signal from the master station is on the upper trace and 
the signal from the slave station is on the lower trace, 
the two signals can be made to have the same amplitude. 
The amplitude-balance control is adjusted to reduce the 
amplitude of the stronger signal until it is equal to that 
of the weaker signal. The gain control is adjusted so that 
the signals have reasonable amplitude. 

A schematic diagram of the amplitude-balance circuit is 
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Figure 11~-24.—Schematic diagram of the amplitude-balance circuit. 


shown in figure 11-24. The grids of V118 are driven with 
a push-pull square wave from the square-wave generator. 
Potentiometer R270 is bridged across the cathode resis- 
tors. Grounding the junction of the cathode resistors 
effectively grounds the center of the potentiometer. If 
the arm of the potentiometer is moved from the center 
toward either end, a square wave appears on the arm and 
is coupled to the cathode follower, V308, in the receiver. 
The amplitude of this square wave depends on how far 
the arm is moved from the center. The direction in which 
the arm is moved away from center determines which 
of the two loran signals has its amplitude reduced. 

When the arm of R270 is in its mid position no square 
wave is applied to V308 and its conduction is limited 
only by the cathode bias resulting from the space current 
of V305 and V308. If the arm of R270 is moved off- 
center, a square wave is applied to the grids of V308 
causing increased conduction during one sweep and de- 
creased conduction during the other sweep. Since the 
cathode resistor R327 is common to both V308 and V305 
this causes the gain of V305 to be decreased and increased 
accordingly. Moving the arm of R270 to the other side of 
center causes the decrease and increase of gain to be 
interchanged. 
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Oscilloscope Circuit 


A schematic diagram of the oscilloscope circuit is 
shown in figure 11-25. The intensity control varies the 
negative bias placed on the grid of the cathode-ray tube. 
The horizontal and vertical centering controls are used to 
vary the average d-c potential between the deflection 
plates. Each centering control is made up of two poten- 
tiometers ganged together. As the control is moved in 
one direction, the voltage at the arm of one potentio- 
meter increases while the voltage at the other arm de- 
creases. When the control is turned in the opposite direc- 
tion, the situation is reversed. 

A change in the magnitude of the effective horizontal 
centering voltage is encountered in switching from the 
fast sweep to the slow sweep. This is due to the effect of 
the impedance of coupling capacitors C203 and C204 
(figure 11-22) on the average voltage between the hori- 
zontal deflection plates. The change is canceled by short- 
ing resistors R238 and R241 by the sweep-speed switch 
during the slow sweep. 

Whenever the fast sweep is used, it is necessary that 
the electron beam be cut off except for the period of each 
sweep. Otherwise brilliant spots would appear at the left- 
hand edge of each sweep because of the relatively long 
time between sweeps. When the sweep-speed switch is 
set at FAST, a positive pulse of voltage appears on the 
grid of the cathode-ray tube during the forward part of 
the sweep. This positive pulse coupled through capacitors 
C202 and C218 causes diode connected V135 to conduct, 
thus charging these capacitors. The resistance of V135, 
while conducting, is very small compared with that of 
resistor R249. After the end of the positive pulse capa- 
citors C202 and C218 discharge through resistor R249, 
The voltage developed across R249 during the discharge 
of the capacitors blanks the cathode-ray tube until the 
next positive pulse. 
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Figure 11-25.—Schematic diagram of the oscilloscope circuit. 
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Power Supply 


One transformer supplies all the a-c voltages necessary 
for the operation of the indicator. A schematic diagram 
of the indicator power supply is shown in figure 11-26,A. 
The winding between terminal 21 and terminal 24 sup- 
plies about 1000 volts to V126 and V127. V126 and its 
associated filter supply a high positive voltage for the 
intensifier anode of the cathode-ray tube. V127 and its 
filter supply a negative voltage to the grid and cathode of 
the cathode-ray tube. The winding between terminals 22 
and 17 supplies a-c voltage to the full-wave rectifier V128. 

A schematic diagram of the voltage regulator is shown 
in figure 11-26,B. This is an electronic voltage regulator 
and provides better regulation than a VR tube alone. 
The parallel combination of V129 and V130 is in series 
with the load on the B+ regulated bus. Potentiometer 
R231 is used to adjust the positive voltage between the 
grid of V131 and ground. This grid bias is used to set 
the regulated output voltage to the desired value. 

Suppose the voltage across resistor R221 increases 
because of a line voltage increase. This voltage is dis- 
tributed across the parallel triodes and resistor R230 and 
potentiometer R231 in series. The increased voltage tends 
to increase the voltage between the regulated bus and 
ground. This voltage is distributed across R230 and 
R231. The positive voltage between the grid and ground 
of the control tube increases and so does its plate current. 
However, the cathode bias is held constant by VR150. 
Therefore the net grid bias decreases and the plate volt- 
age decreases as plate current increases. The plate volt- 
age on the control tube V131 is used also as part of the 
bias on the two triodes. When the positive voltage be- 
tween grid and ground is reduced (which is equivalent to 
changing the grid bias in a negative direction), the effec- 
tive resistance of the triodes increases and more voltage is 
dropped across these tubes, counteracting the rise in 
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A, Schematic diagram; B, schematic diagram of the voltage regulator. 


voltage at the regulated bus. When the load voltage 
decreases, the opposite condition occurs. The plate volt- 
age of the control tube increases and there is less voltage 
drop across the triodes. 


10. 


11. 
12. 
18. 


14, 


15. 


QUIZ 


How are the signals from a pair of loran stations displayed 
on the DAS~—4 loran-indicator? 


What is the purpose of the wave traps in the grid circuit of 
the r-f amplifier of the DAS—4 receiver? 


What type of oscillator is used as a local oscillator in the 
DAS-~4 receiver? 


The output of the video amplifier in the DAS-4 receiver is 
coupled to what components? 


What is the purpose of the indicator unit of the DAS-4? 


What precaution must be taken after superimposing and 
matching the two pulses in the indicator screen? 


How are pulses, at twice the PRR of corresponding pairs of 
loran stations, obtained from the output of the standard 
frequency generator? 


What is the purpose of the drift control in the standard fre- 
quency generator circuit? 


How is a square wave obtained from the squaring amplifier? 


For normal operation five input pulses to the first counter 
are required for one output pulse. What effect would adjust- 
ing R109 (figure 11-12) for too much bias have on the oper- 
ation of the first counter? 


What circuits are tripped by the output of the fourth counter? 
What type of circuit is used as the square-wave generator? 


What determines the positions of the pedestals on their respec- 
tive traces? 


What is the difference between the delay introduced by the 
A-delay circuit and the delay introduced by the B-delay jeir- 
cuit? 

Where is the push-pull saw-tooth output of the paraphase 
amplifier applied? 
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16. 


17. 


18. 


19. 


20. 


In figure 11-23, what is the purpose of returning the grid 
of V113B to the junction of R190 and R191? 


If the signals from the slave and master stations are not the 
same amplitude why can they not be equalized by setting the 
gain control of the receiver? 


In figure 11-24, what determines the amplitude of the square 
wave on the arm of potentiometer R270? 


In figure 11-26, B, how is the regulated output voltage 
changed? 


If the voltage on the regulated bus in figure 11-26, B, in- 
creases what happens to the amount of voltage dropped across 
the triodes? 
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CHAPTER 


SYNCHROS 


The Navy term “synchro” is applied to small self- 
synchronous a-c machines used extensively in fire control, 
1.C. systems, and other electronic installations for the 
purpose of transmitting angular motion from one location 
to another. The simplest synchro transmission system 
consists of a self-synchronous generator called a TRANS- 
MITTER (formerly called ‘“‘synchro generator’) and a self- 
synchronous motor called a RECEIVER (formerly called 
“synchro motor’) connected as shown in figure 12—1,A. 
The transmitter and receiver are called self-synchronous 
because, when properly connected and energized from a 
common source, the receiver rotor turns in synchronism 
with and through the same angle as the transmitter rotor. 


The synchro transmitter and receiver (figure 12—1,B) 
are similar to miniature 2-pole alternators except that 
the rotors are supplied with alternating current instead 
of direct current. The operation of both transmitter and 
receiver resemble that of a single-phase transformer. 
The rotors are energized by a single-phase voltage from 
a common source and constitute the primaries. The wye- 
connected stator windings comprise the secondaries. 
When the transmitter and receiver rotors are in corre- 
spondence, the stator voltages across corresponding stator 
terminals in the two units are equal in magnitude and 
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Figure 12-1.—Synchro transmission system. A, Schematic; B, outside view. 
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opposite in phase. Thus the current is zero in the con- 
necting lines between the stators of the two units. 

If the rotors are not in correspondence, the voltages 
induced by transformer action in the transmitter stator 
windings are unbalanced with respect to those induced 
in the same manner in the receiver stator windings. The 
resulting currents between the two stators establish a 
torque in the receiver rotor which turns this rotor into 
correspondence with the transmitter rotor. Thus to trans- 
mit a signal, the transmitter rotor is turned through a 
given angle and the receiver rotor follows almost simul- 
taneously through the same angle. 


CONSTRUCTION OF SYNCHRO TRANSMITTERS 
AND RECEIVERS 


The stators of a receiver and a transmitter are electri- 
cally and mechanically identical. A stator is shown in 


Figure 12-2.—Stator of a synchro transmitter or receiver. 
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figure 12-2. The stator consists of a fabricated steel cylin- 
drical shell containing slotted transformer-steel lamina- 
tions which house an armature winding similar to that of 
an ordinary a-c motor. The windings in the stator slots 
consist of three groups of coils the axes of which are 
120 mechanical degrees apart. The three groups of coils 
are wye-connected to form a 2-pole 3-circuit distributed 
winding. The three free ends of the winding are attached 
to leads that are brought out from the rear end cap. 
These leads are marked S1, S2, and S3. 


Figure 12-3.—Synchro rotors. A, Transmitter; B, receiver. 
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The rotors of the transmitter (figure 12-3,A) and of 
the receiver (figure 12-8,B) are electrically identical. 
Each rotor consists of a laminated-steel core secured to 
the shaft by a collar. The rotor has two salient poles and 
a concentrated single-phase winding. Each rotor winding 
comprises a single coil, the axis of which coincides with 
that of the salient poles. The two free ends of the winding 
are connected to two insulated slip rings mounted on the 
shaft. The leads are brought out from the rear end cap 
and are marked R1 and R2. Each rotor coil is energized 
through slip rings from a common single-phase 115-volt 
source. 

The transmitter and receiver rotors are mechanically 
similar except that the receiver rotor has an INERTIA 
DAMPER (figure 12-3,B). This damper consists of a metal 
flywheel mounted on ball bearings. It is provided with 
a keyed bushing and a friction disk assembly. The damper 
applies a braking effect to the receiver rotor to prevent 
it from oscillating or spinning. 

The end caps which support the rotor bearings are 
flange-fitted to the shell and secured to the stator hous- 
ing with machine screws. The brush assembly is mounted 
on an insulator outside the rear end cap. The rear end 
cap contains a spring in the rear of the bearing race for 


Figure 12-4.— Exploded view of a synchro transmitter. 
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automatic bearing adjustment. Figure 12-4 is an ex- 
ploded view of a synchro transmitter. 


OPERATION OF SYNCHRO TRANSMITTERS 
AND RECEIVERS 


The voltages induced in the three stator windings of a 
synchro differ from those induced in the conventional a-c 
generator or motor in two respects: (1) In the synchro 
the three voltages are induced by transformer action 
while in the a-c generator or motor they are induced by 
rotation; and (2) in the synchro the voltages are always 
either in phase or 180° out of phase, while in the a-c 
generator or motor they are 120 electrical degrees out of 
phase. 

The turns ratio between the rotor and stator of a 
synchro is standardized. When single-phase 115-volt 
power is applied to the rotor, the highest rms voltage 
that may be induced in any one stator coil is 52 volts. 
A maximum of 52 volts (rms) is induced in coil S2 of 
the synchro shown in figure 12—5 because the axes of the 
rotor and coil S2 are in alignment and the coupling is a 
maximum. (In figure 12-5 and all subsequent figures, the 
voltage directions are indicated by arrows for the instant 
of time shown by the dot on the sine wave of the rotor 
supply voltage.) The a-c generator symbol inserted in 
series with each of the synchro phases indicates the pres- 
ence of a mutually induced voltage. 

The voltage induced in each of coils S1 and 83 is 0.5 
of the highest rms voltage, or 26 volts, because the rotor 
is displaced 60° from coils S1 and S3 and the coupling is 
proportional to cos 60°. Since the flux linking coil S2 is 
opposite in direction to the flux linking coils S1 and S38, 
the direction of the emf induced in coil 82 is opposite to 
the direction of the emf induced in coils $1 and S38. The 
52 volts of coil S2 add to the 26 volts of coils S1 and S8. 
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Figure 12-5.— Voltage distribution of a synchro transmitter or 
receiver. (Electrical zero. 


Therefore, the voltage between S1 and S2 and also be- 
tween S2 and S32 is 78 volts. The voltage between coils 
S1 and S83 is zero because the S1 and S8 coil voltages, 


Figure 12-6.—Voltage distribution with the rotor turned 60°. 
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being equal in magnitude and opposite in phase, cancel 
each other. 

When the rotor is turned 60° clockwise and its axis 
is lined up with the axis of coil S38 (figure 12—6), the volt- 
age in coil S38 is 52 volts whereas the voltages in coils S1 
and S2 are each 26 volts. The phase of the voltage in- 
duced in S1 is reversed with respect to that in S1 in 
figure 12~5 because the direction of the flux through it 
is reversed at the corresponding instant in the cycle. As 
the rotor turns from 0° to 30° to 60°, the rms voltage in 


Figure 12-7.— Voltage distribution with the rotor turned 120°. 


coil S1 decreases from 26 volts to zero, reverses, and 
increases to 26 volts with opposite polarity. 

When the rotor is turned another 60° (120° from its 
original position) its axis is in alinement with the axis of 
coil S1 (figure 12~7). The S1 coil voltage is now 52 volts 
and the S2 and S8 coil voltages are each 26 volts. 

The voltage relations just considered apply equally to 
synchro transmitters and synchro receivers. This is true 
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because a transmitter and receiver are electrically identi- 
cal and their rotors are energized from the same source. 
The rotor angle is measured clockwise from the axis of 
coil S2 to the axis of the R1 pole. The axis of coil S2 is 
the standard reference and is called the ELECTRICAL ZERO 
POSITION when the rotor axis is aligned with it as shown 
in figure 12-5. 


SYNCHRO TRANSMISSION SYSTEM 


A simple synchro transmission system consists of a 
transmitter connected to a receiver. The R1 transmitter 
and receiver leads are connected to one side of the a-c.- 
supply line. The R2 transmitter and receiver leads are 
connected to the other side of the supply line. Thus, each 
rotor is excited from the same supply. The stator leads 
S1, S2, and S83 of the transmitter are connected to corre- 
sponding stator leads in the receiver. Thus the voltage in 
each of the transmitter coils is opposite in phase to the 
voltage in each of the corresponding receiver coils. 

When both rotors are turned through the same angle 
from electrical zero, they are in correspondence and 
the voltages induced in each pair of corresponding 
transmitter-receiver stator coils are equal. Hence, there 
is zero resultant voltage and zero current in the stator 
coils. If the two rotors are not in correspondence, the 
voltages across corresponding stator coils are not equal. 
These unequal voltages cause currents to flow in the lines 
and coils producing stator flux fields which exert torques 
on the rotors. These currents are limited by the imped- 
ance of the coils and lines and the magnitude of the un- 
balanced voltage. 

The reaction torque does not turn the transmitter rotor 
since this rotor always is rotated and held in position 
mechanically. However, the receiver rotor, being free to 
rotate, turns into correspondence with the transmitter 
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Figure 12-8.—Simple synchro system with the rotors in correspondence 
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Figure 12-9.—Simple synchro system. Transmitter rotor turned 60°. 
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rotor. When a synchro system is in correspondence (fig- 
ure 12-8), the stator voltages are equal and opposite, no 
current flows, no torque is exerted, and the rotors remain 
stationary. 

The angle through which a transmitter rotor is turned 
mechanically is called a SIGNAL. For analysis, the trans- 
mitter rotor is turned 60° out of correspondence with the 
receiver rotor in figure 12-9. As the transmitter rotor is 
turned, the rms voltage of transmitter coil S2 decreases, 
coil S1 voltage reverses phase, and the rms voltage of coil 
S3 increases. Immediately current flows between the 
transmitter stator and the receiver stator in the direction 
of the greater induced voltage. The unbalanced voltage is 
absorbed in the line drop and in the internal impedance of 
the windings. 

Assume the stator currents in the synchro receiver (at 


Figure 12-10.—Simple synchro system, with rotors in correspondence. 


the time indicated by the dot on the sine curve) to estab- 
lish a north pole in 82, a south pole in S1, and a north 
pole in S8. This polarity produces a torque on the receiver 
rotor which causes it to turn. The receiver rotor turns 
until the stator voltages in the transmitter and receiver 
are again equal. Then the two rotors are in correspond- 
ence as shown in figure 12-10. 
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DIFFERENTIAL TRANSMITTERS AND RECEIVERS 


The synchro differential transmitter and the differen- 
tial receiver. are electrically identical. The only mechani- 
cal difference is that the differential receiver is equipped 
with an inertia damper to prevent oscillation or spinning 
of the rotor. 

The stator of a differential transmitter or receiver is 
similar to the stator of a synchro transmitter or receiver. 
The three wye-connected windings are marked Sl, 82, 
and 83. 
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Figure 12-11.—Synchro system using a differential transmitter. 


The rotor of a differential transmitter or receiver is 
similar to the wound armature of an induction motor in 
that it consists of three wye-connected windings. The 
free ends are connected to slip rings mounted on the 
shaft, and the leads are marked R1, R2, and R3. 

A synchro system containing a differential transmitter 
is shown in figure 12-11. Both the differential transmitter 
and the differential receiver act as a 1-to-1 transformer. 
The stator in each must always be connected as the pri- 
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mary, since the rotor contains a greater number of turns 
of wire to compensate for losses. The differential rotor is 
not connected to the rotor supply of the synchro trans- 
mitter and-receiver. The arrows on the stator coils of 
the synchro differential transmitter indicate the direction 
of the magnetizing current at the instant indicated by the 
dot on the sine curve. The arrows on the synchro differ- 
ential rotor, the transmitter stator, and receiver stator, 
indicate the direction of induced voltage for this instant 
in the cycle. 


The magnetizing current (I mag) sets up the magnetic 
field in the differential transmitter. In figure 12-11 a 
signal from the differential transmitter subtracts from 
the signal from the synchro transmitter to supply a sig- 
nal to the synchro receiver equal to their difference. For 
example, if the transmitter rotor is turned clockwise 60°, 
its axis in this position coincides with that of coil S3. 
The rms voltage in coil $3 becomes maximum and that 
in coils S2 and S81 half of maximum. These voltages are 
applied to the stator of the synchro differential trans- 
mitter. The axis of the synchro differential stator field 
follows the transmitter rotor through 60° and aligns 
itself with the axis of coil S3. 


The synchro differential rotor is assumed held in the 
electrical zero position. Thus, as the differential stator 
field axis turns into alignment with the axis of coil S83, 
the field axis also coincides with the axis of differential 
rotor coil R38. The synchro differential transmitter acts 
as a 1-to-1 transformer and transmits the signal to the 
synchro receiver. At the same time the axis of the re- 
ceiver stator field turns clockwise 60° into alinement 
with the axis of receiver coil S38. The synchro receiver 
rotor simultaneously turns clockwise 60° thereby main- 
taining alinement of its axis with that of the receiver 
stator field. The receiver rotor turns in step with the 
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transmitter rotor when the differential transmitter sig- 
nal is 0° (60° — 0° = 60°). 

If the synchro transmitter rotor is turned clockwise 
60°, the synchro differential transmitter stator field axis 
turns clockwise 60° into alinement with the axis of dif- 
ferential stator coil S83. If, at the same time, the synchro 
differential rotor is turned clockwise 60°, the axis of 
differential rotor coil R2 will come into alinement with 
the axis of the differential stator field (itself in alinement 
with the axis of differential stator coil $3). The synchro 
receiver remains on electrical zero (60° — 60° = 0°) 
because the axis of differential rotor coil R2 coincides 
with that of the differential stator field which was the 
relationship existing in the synchro differential when the 
transmitter and differential were both on electrical zero. 

Another example arises when the rotor of the synchro 
transmitter is turned 30° and the rotor of the differential 
transmitter is turned 60°. The output is 30° — 60° = 
—30°, or 330°. The rotor of the synchro receiver turns to 
a position corresponding to 330° measured clockwise from 
electrical zero. 

The system also can be connected so that the two sig- 
nals add. This can be done by reversing the $1 and S83 
connections from the synchro transmitter to the differen- 
tial transmitter and also reversing the R1 and R3 con- 
nections from the differential transmitter to the synchro 
receiver. When the differential transmitter is used in 
the manner described, it receives an electrical input from 
the synchro transmitter and a mechanical input from a 
crank or other device which turns the differential rotor 
and produces an electrical output to the synchro receiver 
which is the sum of these two inputs. 

The differential receiver is electrically connected in the 
same manner as a differential transmitter. However, in- 
stead of producing an electrical output it produces a 
mechanical output. The differential receiver is connected 
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to two synchro transmitters. It receives two electrical 
inputs from these transmitters and produces a mechani- 
cal output (rotation of the differential receiver rotor) . 


CONTROL TRANSFORMERS 


A control transformer is used extensively to compare 
the angular positions of two devices in a servo system. 
It is similar in appearance to the other synchros. How- 
ever, the windings are different. The stator and rotor are 
wound with a large number of turns of fine wire and 
hence they have a higher impedance than other synchros. 

The stator has a three-circuit wye-connected winding. 
The free ends are brought out through the housing and 
are marked Si, 82, and S38. The rotor is similar in 
appearance to the rotor of a synchro differential in that 
it has no salient poles but its winding forms a single 
coil. The two rotor leads are connected to slip rings 
mounted on the rotor shaft. The rotor leads are marked 
R1 and R2. The rotor is not connected to an a-c supply 
but receives its voltage by transformer action from the 
stator. 


In a control transformer the excitation voltage is con- 
nected to the stator instead of the rotor as is the case 
in synchro transmitters and receivers. Since the stator 
coils have a high impedance, little current flows through 
them. Also, there is no appreciable current flowing in 
the rotor. The rotor does not tend to turn to any particu- 
lar position when voltage is applied.to the stator since 
the control transformer produces negligible torque. The 
shaft is always turned mechanically and does not require 
an inertia damper. 

When the control transformer is in the electrical zero 
position, its rotor axis is mechanically displaced 90° from 
the zero position of a synchro transmitter or receiver. 
Figure 12-12 shows a control transformer connected elec- 
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Figure 12-12.— Operation of a control transformer. A, Electrical 
zero; B, rotor at 90°. 


trically to a synchro transmitter. With both at electrical 
zero (figure 12-12,A) no voltage is induced in the rotor 
of the control transformer because the axis of the rotor 
coil is 90° out of alinement with the axis of the stator 
field. 

In figure 12-12,B, the rotor has been turned 90° 
counterclockwise (270°) so that maximum coupling ex- 
ists between the rotor and the stator field. The 55 volts 
appearing across the rotor is the maximum rms voltage 
that can be induced into the rotor. As the rotor is turned 
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to this position, the voltage gradually increases to 55 
volts rms. Turning the rotor toward 180° causes the volt- 
age to decrease, until at 180° the voltage across the rotor 
is again zero. 

If the synchros are connected as shown in figure 12—12, 
a counterclockwise rotation (as viewed from the shaft 
end) of the control transformer rotor causes a voltage 
to be induced into the rotor which is in phase with the 
voltage on the rotor of the transmitter. The rotor of the 
control transformer is shown at its 180° position in 
figure 12-13,A. Again no voltage is induced in the rotor. 
Rotating the rotor to 90° (270° counterclockwise) again 
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Figure 12-13.—Operation of the control transformer. A, Rotor at 
80°; B, rotor at 270° counterclockwise. 
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causes maximum voltage to be induced in the rotor. How- 
ever, in this position the voltage induced in the control 
transformer rotor is 180° out of phase with the voltage 
across the rotor of the transmitter (figure 12-13,B). 

When the rotor of the control transformer is in corre- 
spondence with the rotor of the synchro transmitter, the 
output of the control transformer is zero. If the shaft of 
the transmitter is turned, an error signal will appear 
across the rotor of the control transformer. The ampli- 
tude of this error signal depends on the amount the trans- 
mitter shaft was turned while the phase depends on the 
direction the transmitter shaft was turned. 


SYNCHRO CAPACITORS 


Synchro capacitors are used to reduce the load current 
on a synchro transmitter. A synchro capacitor of the 
proper size is connected to the stator leads of every 
differential and control transformer in a synchro system. 
This reduces the current drawn from the transmitter by 
improving the power factor of the circuits. The stator 
coils of a control transformer place an inductive load 
across the stator of a synchro transmitter. 

The excitation current flowing in the stator coils may 
be considered as a combination of two currents—the loss 
current which is in phase with the stator voltage of the 
transmitter and the magnetizing current which lags the 
stator voltage by 90°. The loss current supplies the losses 
of the control transformer stator and its core. The mag- 
netizing current produces the magnetic field around the 
stator coils of the control transformer. The.loss current 
is small compared to the magnetizing current. The capaci- 
tors supply the magnetizing current and thus reduce the 
excitation current supplied by the synchro transmitter by 
an amount which cannot exceed the magnetizing current. 

Since the control transformer is usually located at some 
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point remote from the synchro transmitter, the inter- 
connecting leads are long. If the excitation current is 
reduced, the losses in the interconnecting leads are re- 
duced and the accuracy of the system is increased. 


The connection of a synchro capacitor to a control 
transformer is shown in figure 12—14. The synchro capac- 
itor is located as close as possible to the control trans- 
former. The capacitor current is reactive and 180° out 
of phase with the magnetizing current. The two cur- 
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Figure 12-14.—Connection of a synchro capacitor to a control 
transformer. 


rents cancel each other. The result is that the power 
factor is increased toward unity and the magnetizing 
current flowing through the interconnecting leads is 
almost eliminated. 


A synchro capacitor is made up of three individual 
capacitors. These capacitors have a 10-percent tolerance 
but they are matched so that their capacitances are alike 
within 1 percent. The exact capacitance is not critical but, 
if the capacitors are not matched, the current flowing in 
the stator leads is unbalanced and the accuracy of the 
synchro system is reduced. A synchro capacitor is not 
used in a synchro system containing only transmitters 
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and receivers. The reason for this is the fact that there 
is no current flowing in the stator leads when the trans- 
mitters and receivers are in correspondence. 


ZEROING SYNCHROS 


A synchro receiver may be zeroed by disconnecting the 
stator leads and reconnecting them to the rotor leads as 
follows. Connect S2 to R1 and connect S1 and S83 to R2. 
Apply 110 volts alternating current to Rl and R2. The 
receiver will turn definitely to 0°. If the receiver shaft 
has a dial on it, loosen the dial and turn it to zero. A 
receiver should not remain connected in this way very 
long because 115 volts instead of the normal 78 volts is 
connected between S1 and S38. The receiver might over- 
heat. 


If the stator leads cannot be disconnected easily, an- 
other method of zeroing a receiver may be used. Set the 
transmitter to zero. Connect a temporary jumper from 
S1 to S38. This will hold the receiver on zero. Now set its 
dial to zero. Either unclamp the case of the receiver and 
turn the receiver until the dial reads zero or loosen 
the dial and turn the dial to zero. Clamp the receiver in 
position or tighten the dial, whichever is the case. Re- 
move the jumper. 


One method of zeroing a transmitter is to connect it 
to a receiver having a dial to show when its shaft is at 
the electrical zero position. This may be either a portable 
unit or a receiver already in the synchro system. How- 
ever, the receiver must be correctly zeroed in either case. 


The transmitter is connected to the receiver in the 
normal manner. Set the antenna, transducer, or other 
unit, whose position the transmitter transmits, accurately 
in its zero position. Then unclamp the transmitter and 
turn the stator housing until the receiver reads zero. The 
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transmitter is now set approximately on zero. To check 
for the exact zero position momentarily connect a jumper 
between S1 and S83. If the receiver shaft moves at all 
when this is done, the transmitter is not exactly zeroed. 
Shift the transmitter case slightly and connect 81 and S38 
again. This is repeated until the receiver shaft does not 
move. When the transmitter is accurately zeroed, remove 
the jumper and tighten the clamp. 

Zeroing a differential receiver is similar to the proce- 
dure for zeroing a synchro receiver, since the shaft of a 
differential receiver usually is free to turn. Disconnect all 
the leads. Connect S2 and R2 to one side of the 115-volt 
a-c line. Connect $1, 838, R1, and R32 to the other side of 
the 115-volt a-c line. The shaft will turn to its electrical 
zero position. Set the dial to zero while the differential 
receiver is connected in this manner. Do not leave it con- 
nected very long, since the unit may overheat. 

In figure 12-11, assume that the transmitter and the 
receiver have already been zeroed. Set to zero the unit 
whose position the differential transmitter is to trans- 
mit. Place a jumper between S1 and 83 of the differential 
transmitter. Unclamp the stator housing and turn it until 
the receiver reads zero. The differential transmitter is 
now approximately on zero. To check for the correct posi- 
tion, momentarily connect a jumper between Ril and R23. 
If the receiver shaft turns at all when this is done, the 
differential transmitter is not exactly on zero. Shift the 
stator housing slightly and try again until the zero posi- 
tion is obtained. When the differential transmitter is 
accurately zeroed, remove the jumper and tighten the 
clamp. 

A control transformer may be zeroed by using an a-c 
voltmeter. Remove all the leads connected to the control 
transformer. Connect 115 volts a-c between S1 and S38. 
No connection is made to 82. Connect R2 to S3. Place a 
voltmeter, with its scale set on at least 200 volts, between 
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Ri and Sl. Unclamp the control transformer and turn it 
until the voltmeter indicates minimum, which is about 40 
volts. Now change all the connections. Connect the volt- 
meter between R1 and R2. Connect S1 to S3. Connect 
115 volts a.c. between S1 and S2. Set the voltmeter to a 
low range. Turn the control transformer until the meter 
reading is minimum. Clamp the unit in this position and 
reconnect the leads in their normal order. Do not leave 
the control transformer connected to the 115 volts longer 
than necessary or it may overheat. 


TROUBLE-SHOOTING 


In many synchro systems trouble may be located easily 
by watching the incorrect action of the receivers and 
checking a few other symptoms. There are several com- 
mon troubles associated with synchro systems such as 
incorrect wiring, shorted rotor or stator, open rotor or 
stator, and mechanical Jamming of gears used with syn- 
chros. There are two things to remember about synchrwus. 
If they are working, leave them alone. If a unit is faulty, 
replace it. 

Table 1 applies to a system where a single transmitter 
feeds several receivers. If the symptoms mentioned appear 
in all the receivers, the trouble is in the transmitter or 
the main bus feeding the receivers. If the symptoms 
appear in only one receiver, the trouble is in that 
receiver. The angles mentioned in the table are not valid 
in a system containing differentials nor in a system 
where receivers are not correctly zeroed. 

More complete information about synchros and trouble- 
shooting synchros can be found in U. S. Navy Synchros, 
OP 1308. 
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TaBLE 1.—Synchro Troubles 


Indications 


Cause 


OPEN CIRCUITs: 

Poor torque—synchro can follow sluggishly 
either in synchronism or 180° out of syn- 
chronism. 

As the transmitter is rotated 360° the receivers 
oscillate between 60° and 180° or between 
240° and 300°. The position of oscillation 
depends upon the position of the system 
when the open occurs. 

As the transmitter is rotated 360°, the receivers 
oscillate between 120° and 240°. 

As the transmitter is rotated 360°, the receivers 
oscillate between 0° and 120° or between 
180° and 300°. 

All receivers oscillate. .___.___._._..-.----_-- 


SHORT CIRCUITS: 

Blown fuses__.._._.-..-------------------- 

Entire system locks at 0° or 180° depending 
upon the position of the system when the 
short occurs. Spinning may occur. 

Entire system locks at 60° or 240°__________- 

Entire system locks at 120° or 300°_________- 

Entire system spins.____.-.-..-.-__-_--_--_- 


WRONG CONNECTIONS: 

Receiver follows 180° out_.__-...--_-_--------- 

No shift of electrical zero, but wrong direction 
of rotation. 

Electrical zero shifts to the 120° position and 
wrong direction of rotation. 

Electrical zero shifts to 240° position and wrong 
direction of rotation. 


OTHER TROUBLES: 
Jerky motion of the pointer or spinning. 
Excessive oscillation or spinning. __________-- 
One receiver stops, all other receivers read in 
error. 
Humming.._-___........---.---.---------- 


R1 or R2 open. 


S1 open. 


82 open. 


83 open. 


Open in transmitter. 
Open in that receiver. 


R1 and R2 shorted. 
81 and 83 shorted. 


81 and 82 shorted. 
82 and 83 shorted. 
81, 82, and 83 shorted. 


Rl and R2 reversed. 
S1 and S83 reversed. 


S1 and 82 reversed. 


82 and S3 reversed. 


Faulty bearings. 
Damper trouble. 
Rotor jammed. 


Worn bearings. 


12. 


13. 
14. 


QUIZ 


What is a synchro? 


How are the stator windings of a synchro generator and 
receiver connected? 


Under what conditions is the effective current in the connect- 
ing lines between a transmitter and a receiver zero? 


How many groups of coils comprise the stator windings of a 
receiver and how are they spaced? 


What are the markings of the three free ends of the stator 
windings? 


What is the mechanical difference between a transmitter rotor 
and a receiver rotor? 


What is the highest voltage (rms) that can be induced in any 
one stator coil? 


Why is the stator of a differential always connected as the 
primary? 


What is the principal use of a control transformer? 


The control transformer rotor is not connected to an a-c 
supply. How does it receive its voltage? 


Why is no inertia damper required on the shaft of the control 
transformer rotor? 


When the axis of the rotor coil is 90° out of alinement with 
the axis of the stator field, how much voltage is induced in 
the rotor of a control transformer? 


What is the purpose of a synchro capacitor? 


Where is a synchro capacitor usually located in a synchro 
system? 
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CHAPTER 


BASIC PRINCIPLES OF SONAR 
MEANING AND USE OF SONAR 


The word “sonar” is a combination of the first letters 
of the words “SOund Navigation And Ranging.” Sonar 
is essentially echo ranging under water. It includes 
searchlight sonar and scanning sonar, which are dis- 
cussed in chapters 14 and 15, respectively. Sonar listen- 
ing equipment also is described in chapter 15. Any sonar 
echo-ranging equipment becomes sonar listening equip- 
ment by disabling the transmitter. 

On surface ships, sonar is used to detect submarines, 
other ships, and objects in the water. On submarines, 
sonar is used to detect ships, other submarines, and ob- 
jects in the water. The basic principle of sonar is similar 
to that of radar except that radar uses electromagnetic 
waves while sonar uses sound waves. A short pulse of 
energy is transmitted. An observer determines the length 
of time between the transmission of the pulse and the 
receipt of an echo (reflected sound energy). Since the 
velocity of the transmitted pulse is known and the time 
of travel can be measured, the range of the target can 
be computed. 


PROPAGATION OF SOUND 


Sound waves are compression waves propagated 
through a medium which may be a liquid, a gas,or a solid. 
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Sound does not travel in a vacuum. Figure 13-1 shows 
the way spherical sound waves are produced. The source 
of the sound waves is the transducer. It has a diaphragm 
which is caused to vibrate. When the diaphragm of the 
transducer moves out, the medium next to it is com- 
pressed. If the diaphragm now moves back, the particles 
in the medium move apart causing a rarefaction or low 
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Figure 13-1.—Producing sound waves. 


pressure area next to the diaphragm. As the diaphragm 
again moves out, a new compression pushes the first 
compression and rarefaction farther out. As this out- 
and-in movement of the diaphragm continues, a spread- 
ing series of alternate compressions and rarefactions is 
set up. 

The wavelength of a sound wave is the distance 
between two successive rarefactions or compressions. The 
number of wavelengths (cycles) per second is the fre- 
quency. The human ear is sensitive to sound waves with 
frequencies ranging from approximately 20 to 15,000 
cycles per second. Vibrational waves with frequencies 
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below 20 cycles are known as SUBSONIC WAVES while 
waves with frequencies above 15,000 cycles are known as 
ULTRASONIC WAVES. In sonar, ultrasonic waves are gen- 
erally transmitted. Frequencies of 18,000 to 40,000 cycles 
are commonly used in sonar. 

To locate a target effectively by means of reflected 
sound energy, the sound must be projected in the form 
of a narrow beam. This is achieved by a large source. 
A purely spherical wave is produced by a point source. It 
spreads out evenly in all directions. Ultrasonic waves are 
usually propagated as plane waves. 

The velocity of sound is equal to the frequency multi- 
plied by the wavelength. In equation form this may be 
written 

c=Nf, 
where c is the velocity of propagation, A is the wave- 
length, and f is the frequency in cycles per second. 

The velocity of sound in a medium is, among other 
things, directly proportional to the temperature of the 
medium. The velocity of sound in air is about 1090 feet 
per second at 0° C and increases about 2 feet per second 
for each degree centigrade increase in temperature. The 
velocity of sound in water is more than 4 times that in 
air. In sea water the velocity of sound increases from 
about 4700 feet per second at 30° F to 5300 feet per 
second at 85° F. 

The wavelength of a sound wave is equal to the velocity 
divided by the frequency. In air, a 20,000-cycle sound 
wave has a wavelength of about two-thirds of an inch. 
In salt water a sound wave of the same frequency has a 
wavelength of about 3 inches. Because of the relatively 
short wavelength of ultrasonic waves, the wave motion 
usually travels almost in a straight line. The sound en- 
ergy cannot travel around sharp corners. This property 
of ultrasonic waves makes them useful in locating smal] 
objects. 
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REFLECTION AND REVERBERATION OF SOUND 


When a sound wave traveling through water strikes an 
object, or a boundary between the water and some other 
medium, the rays may not penetrate the medium. Rather 
they may bounce off at an angle equal to the angle at 
which they struck. This is called REFLECTION. In water 
less than 600 feet deep there may be reflections from the 
bottom of the body of water. Sound may be reflected also 
from the surface of the water. If the sea becomes rough, 
reflections from the surface take place in so many direc- 
tions that the general effect is that of SCATTERING. 

Reflections from the surface of the water, from the 
bottom of the body of water, and from air bubbles and 
foreign matter in the water combine to form reverbera- 
tions. Since these reflections come from various ranges, 
there seems to be a continuous sound which is strong at 
first and gradually fades away. Reverberations from 
nearby points may be so strong that they interfere with 
echoes from nearby targets. 

Three types of reverberations are recognized in sonar. 
The first type is sound reflected from the mass of water. 
The cause of this reflection is not completely understood. 
The second type of reverberations is sound reflected from 
the surface of the water. This sound is most intense right 
after transmission. The third type of reverberations is 
sound reflected from the bottom of the body of water. 
In shallow water these reverberations are the most 
intense of the three types, especially when the bottom is 
rocky. 


LOSS OF SOUND ENERGY 


If sound waves were to travel through an ideal me- 
dium, there would be no loss of sound energy. The ocean 
is not an ideal medium. The loss of energy during the 
passage of an ultrasonic wave is called ATTENUATION. It 
includes loss by absorption and loss by scattering. 
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An ideal medium for the travel of sound would be 
perfectly elastic, infinite in extent, and homogeneous. 
Perfect elasticity means that the medium, when distorted 
or displaced, returns to its original shape without any 
loss of energy by internal friction. The infinite extent of 
the medium eliminates the necessity of considering reflec- 
tions from the boundaries of the medium. Homogeneous 
means that characteristics such as temperature, density, 
pressure, and salinity are the same throughout the 
medium. 

As a sound wave travels through sea water, some of 
the energy is converted into heat energy because of fric- 
tion. This loss is called ABSORPTION. The amount of sound 
absorption depends on the state of the ocean. It is high 
when the winds at the surface are strong enough to 
produce whitecaps, which represent a concentration of 
air bubbles at the surface. Absorption also is much 
greater in the wakes of ships and in strong currents. 

Tf an obstacle in the water is very small, ultrasonic 
energy may pass around it as though there were no 
interference. If there are many small obstacles such as 
air bubbles, silt, sea weed, or animal life, a large amount 
of the energy will be scattered. Instead of being reflected, 
much of the energy seems to disappear inside the mass of 
obstacles. 

When a wave traveling through one medium impinges 
on a boundary between it and a second medium, splitting 
may occur. Part of the energy travels forward through 
the second medium while part of the energy is reflected 
back into the first medium. This usually happens when a 
sound beam traveling through a layer of water of con- 
stant temperature strikes a layer in which the tempera- 
ture is lower. 

Sea water is not a homogeneous mass. Its density 
varies with temperature and salinity. Just as temperature 
has the greatest effect on the velocity of sound, it also 
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is the principal factor affecting density. The salinity of 
sea water is fairly constant except near the mouths of 
large rivers, where it is less. Salinity seems to have a 
greater effect on density than on the velocity of sound. 
The effect of the small changes in salinity is usually 
neglected. The effect of pressure is not particularly no- 
ticeable, except at great depths where the temperature is 
nearly constant. In this case pressure causes the velocity 
of sound to increase with depth. 


REFRACTION OF SOUND 


When a sound beam enters a medium in which the 
velocity of sound changes, the rays have a tendency to 
bend. This bending is called REFRACTION. The principal 
factor affecting the velocity of sound in sea water is 
temperature. In the ocean, horizontal variations in tem- 
perature are usually small. The ocean may be thought 
of as being made up of layers, the upper layers usually 
being warmer than the lower layers. Cooler water is 
more dense than warmer water and the velocity of sound 
is less in cooler water. As a sound wave passes from a 
layer in which the velocity of sound is lower to a layer 
in which the velocity of sound is higher, the sound rays 
bend toward the layer of lower velocity. 

In the ocean a sound beam usually does not travel 
in a straight line for a great distance. Instead it follows 
a curved path because the temperature of the water is 
changing continuously with depth. The rays are being 
continually refracted. 

When the temperature of the layers in the ocean 
increases with depth, the phenomenon is called POSITIVE 
TEMPERATURE GRADIENT. When, on the other hand, the 
temperature decreases with depth, the phenomenon is 
called NEGATIVE TEMPERATURE GRADIENT. Figure 13-2, A, 
shows the effect of a positive temperature gradient on 
a sound beam. This condition is not common, but may 
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Figure 13-2.—Effect of the temperature gradient. A, Positive 
gradient; B, negative gradient. 


occur. The sound beam bends upward away from the 
warmer water. Figure 13-2, B, shows the effect of a nega- 
tive temperature gradient. The sound beam is bent down- 
ward, again away from the warmer water. 

An ISOTHERMAL layer is a relatively thick layer of 
water which has a constant temperature. Often there 
may be an isothermal layer which extends several hun- 
dred feet below the surface of the water. The deeper an 
isothermal] extends, the better the sound conditions. Fig- 
ure 13-3 illustrates the increased range that may be 
obtained when an isothermal is encountered. Below an 
isothermal there often is a layer of sea water in which 
the temperature decreases rather rapidly. A layer with 
a sharp negative temperature gradient is called a THER- 
MOCLINE. 
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Refraction is the most outstanding factor affecting 
the sound beam from a transducer. A beam would travel 
in a pattern similar to that shown in figure 13-4, A, if 
the temperature of the water were the same at all depths. 
As indicated, the sound would spread out and be weak- 
ened by absorption at a constant rate. Such ideal sound 
conditions are never present. Refraction limits the sonar 
range regardless of power at the source. It may reduce 
the range at which a submarine can be detected to less 
than 1000 yards (figure 13-4, B). The range may change 
sharply with changing submarine depth. Submarine com- 
manders take advantage of the effects of refraction dur- 
ing evasive action. 
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Figure 13-3.—Effect of an isothermar. 


BATHYTHERMOGRAPH 


Sound conditions in the ocean can be predicted, if the 
temperature of the water at different levels is known. 
The bathythermograph (BT) is a sensitive recording 
thermometer which is lowered into the water. A simpli- 
fied drawing of a BT is shown in figure 13-5. The BT, 
while being lowered from a ship, automatically draws 
a graph of the temperature as compared to depth. Or- 
dinary thermometers are not as useful as the BT because 
they record the temperature at only one depth. 
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Figure 13-4.—Refraction. A, Sound beam in water of constant temperature, 
ideal sound conditions; B, refraction of the sound beam. 
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Figure + 3-5.—Construction of a bathythermograph. 
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As the BT is lowered, a stylus is moved vertically over 
a smoked slide by the thermal element, which is activated 
by the expansion or contraction of the liquid inside the 
element. Increasing hydrostatic pressure compresses a 
bellows which moves the smoked slide horizontally. The 
temperature and depth are thus recorded simultaneously 
on the slide. 


After the BT is raised, the slide is removed and dipped 
into fresh water. The slide is then labeled and dipped 
into lacquer to preserve it. When the slide is to be read, 
it is placed in a viewer as shown in figure 13-6. 


1 
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Figure 13-6.—Viewer and grid used in reading BT slides. 
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Several examples of the graphs drawn on slides by a 
BT are shown in figure 138-7. The horizontal line at the 
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Figure 13-7.—Examples of bathythermograph slides. 


top of the slide indicates the temperature at the surface. 
The letters and numbers on the slide are for identification. 
On the first line is the slide number and the Greenwich 
mean time when the BT was lowered. The second line 
shows the date, the month being written in roman nu- 
merals. The third line gives the latitude and longitude 
to the nearest degree. The fourth line is the serial num- 
ber of the BT. 


BACKGROUND NOISE 


In the application of sonar the use of listening equip- 
ment is necessary. The listening-equipment operator de- 
pends primarily on his ears to distinguish different noises. 
His task is to detect and recognize a wanted signal 
against background noise. There are two types of back- 
ground noise—AMPLIFIED NOISE and AIRBORNE NOISE. Am- 
plified noise is noise reproduced by the headphones or 
loudspeaker. Airborne noise is any noise other than that 
coming from the loudspeaker or headphones. 
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A listening equipment in its simplest form could con- 
sist merely of a watertight microphone (hydrophone) 
lowered into the water and connected to an amplifier. 
As a first step the operator distinguishes between air- 
borne noises and amplified noises. A signal from the 
hydrophone can be made more perceptible by increasing 
the gain of the amplifier, since sound from the headphones 
is thereby further amplified while the level of the airborne 
noises remains the same. 


A desired signal is but one of many sounds that are 
amplified and heard by the operator. Amplified noises 
originate in the sea and in the listening vessel itself. 
They constitute a masking background for the desired 
signal. Increasing the gain of the amplifier does not help 
because this also further amplifies the unwanted noises. 


Amplified noise results from movement of the hydro- 
phone diaphragm, vibration of own ship, propeller noise, 
and turbulence of the water around the diaphragm. 
Still another type of amplified noise is AMBIENT NOISE. 
This type includes noise due to the wave motion at the 
surface of the water, biological noise caused by marine 
life, and traffic noise which is noticeable in busy harbors. 


Many species of marine life produce sounds of various 
types. These sounds are undesirable when a person is 
attempting to detect ships and submarines. The chief 
noise makers among fish are certain types of croakers 
and drumfish. 


In an experiment it was observed that, as a ship was 
approaching shallow water, the ordinary ambient noise 
was sometimes replaced by sounds resembling the sizzle 
of frying fat. As the ship came closer to shore, the sound 
approximated the crackle of burning twigs or crashes of 
static as heard in a radio receiver. This noise was en- 
countered only in tropical and subtropical regions. Inves- 
tigation showed that this noise was due to colonies of a 
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certain species of snapping shrimp that close their pin- 
cers with a loud click. 


Listening equipment is more useful on submarines than 
on surface ships because of the lower noise level on 
submarines. A surface vessel traveling at high speed 
makes a great deal of noise, which masks sound originat- 
ing outside the vessel. 


MAGNETOSTRICTION 


Some of the transducers used with sonar equipment 
operate on the magnetostriction principle. Certain sub- 
stances such as nickel and iron change their dimensions 
as they are magnetized. This phenomenon is called 
MAGNETOSTRICTION. The magnetostriction transducer op- 
erates on the principle that the length of a nickel tube 
or rod decreases when the tube or rod is placed in a mag- 
netic field. The change in length is very small and, 
within limits, is proportional to the strength of the mag- 
netic field. It is independent of the direction of the mag- 
netic field. 


Magnetostriction effect on a nickel rod is shown in fig- 
ure 13-8. The nickel tube or rod is surrounded by a coil 
of wire. At A in the figure may be seen a tube and coil 
without any excitation. Notice the length of the tube. 
Several tubes and coils are shown at B. The coils are 
excited with a 25-kc signal, and the varying magnetic 
field about each tube decreases the length of the tube 
as the field strength increases. The length decreases twice 
for each cycle of a-c excitation, once on the positive 
alternation and once on the negative alternation. This 
doubles the frequency. 


To eliminate frequency doubling, the tubes are sub- 
jected to a constant magnetic field (part C of the figure) 
supplied by either permanent magnets or by direct cur- 
rent flowing through the coils. This polarizing field pre- 
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Figure 13~8.—Magnetostriction effect. 


vents the frequency from doubling because it fixes the 
polarity of the tubes. 


The effect of the polarizing field is shown at D in 
figure 13-8. The initial effect of the polarizing field is to 
shorten the lengths of the tubes. After the polarizing 
field is applied, the tubes can be made still shorter or 
they can be made longer by the a-c excitation. A tube 
can never be made longer than it was originally with- 
out any polarizing field. 


The addition of the a-c excitation aids the polarizing 
field on the negative alternation. Thus, the field around 
the tube is increased on the positive alternation, re- 
sulting in a shortening of the tube. The field is decreased 
on the negative alternation, resulting in a lengthening 
of the tube. 


In addition to preventing frequency doubling, the po- 
larizing field causes a greater variation in the lengths 
of the tubes for an alternating current of a given ampli- 
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Figure 13-9.—Graph showing the effect of a polarizing field. 


tude. The vibrations for a given current thus have a 
greater amplitude. This is shown in figure 13-9. 

A magnetostriction transducer used with sonar equip- 
ment is made up of a large number of tubes and ccils, 
usually connected in a series-parallel arrangement. A 
cut-away view of such a transducer is shown in figure 
13-10. One end of each tube is attached to the diaphragm 
which is in contact with the sea water. 

The polarizing field is obtained from permanent mag- 
nets. The transducer changes the alternating current 
to sound energy at the same frequency and forms the 
sound energy into a beam. When an echo strikes the dia- 
phragm, the lengths of the tubes change and a voltage 
is induced into the coils surrounding the tubes. The volt- 
age induced into the coils is fed to a receiver where it is 
amplified and then fed to display devices or converted 
into audible frequencies and fed to a loudspeaker. 


PIEZOELECTRIC EFFECT 


Certain sonar equipments use crystal transducers. The 
operation of a crystal transducer is based on the PIEZO- 
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Figure 13-10.—Cut-away view of a magnetostriction transducer. 


ELECTRIC EFFECT of certain crystals. This is the property, 
which some crystalline substances have, of changing their 
physical dimensions when they are placed in an electro- 
static field. The change is due to the realignment of the 
molecules of the crystal in relation to the stress placed 
upon it. The realignment causes the crystal to shorten 
along one axis and lengthen along another axis. 

The piezoelectric effect works also in reverse—that is, 
if the crystal is subjected to mechanical pressure, a volt- 
age will be present across two of its faces. A few of the 
substances which exhibit the piezoelectric property are 
Rochelle salts, ADP (ammonium dihydrogen phosphate), 
and quartz. 

An exploded view of a crystal transducer is shown in 
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Figure 13- 11.—Exploded view of a crystal transducer. 


figure 13-11. The crystals are cemented to a backing 
plate. When the backing plate is placed in the transducer 
case, the crystals do not touch the diaphragm. The space 
between the crystals and the diaphragm is filled with 
castor oil, which protects the crystals from moisture and 
serves as a sound medium almost identical to sea water. 
Each crystal has thin silver electrodes mounted on two 
opposite faces. These electrodes are connected in a par- 
allel circuit. During transmission, a voltage is placed 
across the crystals, causing them to change their length. 
A crystal transducer produces sound energy at the same 
frequency as that of the voltage used to excite it. 


DOPPLER EFFECT 


The sound sent out by a sonar transmitter has a cer- 
tain given frequency. If the distance between the source 
and the receiver of sound is changing, the frequency 
of the source of the sound energy seems to change. This 
change in frequency is known as the DOPPLER EFFECT. 
As soon as the relative motion between the source and 
the receiver ceases, the Doppler effect is no longer pres- 
ent. The Doppler effect is useful in determining whether 
the distance to a target is increasing, decreasing, or re- 
maining constant. 


387 


Suppose that sound travels out from a transducer 
and an echo is received from a submarine. If the dis- 
tance between the sonar transducer and the submarine 
is changing, the frequency of the echo will be different 
from the transmitted frequency. A submarine moving 
toward the transducer will cause the frequency of the 
echo to be greater than the frequency of the outgoing 
pulse. If the submarine is moving away, the frequency 
of the echo will be less than that of the outgoing pulse. 

In present-day equipment the receiver is generally 
muted during transmission so that the operator does not 
hear the outgoing ping. Instead of comparing the fre- 
quency of the echo with the frequency of the outgoing 
ping, it is compared with the frequency of the reverbera- 
tions received immediately after the end of the outgoing 
ping. By comparing the frequency of the echo with the 
frequency of the reverberations, the effect of own ship 
movement is eliminated. No matter whether the range 
is opening or closing, if the target is moving toward the 
transducer, the frequency of the echo will be greater 
than the frequency of the reverberations (called ‘‘up- 
doppler’). If the target is moving away from the trans- 
ducer, the frequency of the echo will be less than the 
frequency of the reverberations (‘‘down-doppler’’). Note 
that Doppler effect is observed only during the time 
when a change in range is occurring. 


NMC-2 FATHOMETER 


Fathometers are quite similar to echo-ranging sonar 
equipment. The major difference is that, instead of being 
used to determine the range of a target, the fathometer 
is used to determine the depth of the water. There are 
several different types of fathometers. Some types use a 
crystal transducer while others use a magnetostriction 
transducer. The NMC-2 fathometer is discussed in this 
chapter. 
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Figure 13-12.— Units of the NMC-2 fathometer. 


A, Transducer; 
D, indicator-recorder. 
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C, driver-rectifier; 


The units that comprise the NMC-2 fathometer are 
shown in figure 13-12. The transducer (figure 13-12, A) 
is a magnetostriction type using permanent magnets for 
polarization. It is mounted on the bottom of a ship, with 
the diaphragm parallel to the surface of the water. 


The transducer junction box (figure 13-12, B) con- 
tains a capacity network for power-factor correction. 
The transducer presents a high inductive load to the 
driver. This causes large reactive currents to flow through 
the leads to the transducer. The capacitors in the junc- 
tion box reduce the reactive current and increase the 
power factor. 


Power Supply 


A schematic diagram of the NMC-2Z is shown in figure 
13-138. The duplex-bridge power supply for the trans- 
mitter provides two different plate voltages, one for the 
oscillator and one for the amplifier. The power supply 
uses two tubes (V407 and V408) and transformer T406 
as a full-wave rectifier to supply the oscillator and four 
tubes (V407, V408, V409, and V410) and transformer 
T406 as a bridge rectifier to supply the amplifier. This 
power supply is similar to that used in the TDZ transmit- 
ter described in chapter 5. 


Control Circuit 


The control circuit in the NMC-2 fathometer is similar 
to control circuits used in various other equipment. Press- 
ing the start button closes relay K401. This places 110 
volts a-c across K403. The closing of relay K403 causes 
voltage to be applied to the primary of T405, to the 
filament transformer for the high voltage rectifier tubes, 
and to the primary of T407 (energizing the —75-volt 
bias supply). Closing K403 also energizes the time delay 
heater unit in relay K404. The time delay allows sufficient 
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Figure 13-13.—Schematic diagram of the NMC-2 fathometer. 
377951 O-56 (Face p. 390) 


time for the filaments of the high voltage rectifier tubes 
to heat before plate voltage is applied. 

As soon as the time delay relay closes, the output 
of the bias rectifier energizes relay K406. The contacts of 
K406 close and apply voltage to the primary of T406. 
If for any reason the bias voltage is removed, the high 
voltage supply is deenergized. Further, when relay K401 
closes, voltage is applied to the primary winding of each 
of the transformers T301, T302, T402, and T501, to the 
blower motor, and to the indicating lamps. Pressing the 
stop button removes the voltage across K401, deenergizes 
the other relays, and shuts down the equipment. 


Driver 


The driver (figure 138-12, C) of the NMC-2 consists 
of a push-pull Hartley oscillator driving a push-pull par- 
allel power amplifier. The frequency determining com- 
ponents of the oscillator are the three capacitors C4038, 
C404, and C405, and transformer T401. Capacitor C405 
is variable and is used to adjust the oscillator frequency. 
The oscillator tunes between 17 and 19 ke. The output of 
the oscillator drives the power amplifier. The output of 
the power amplifier is developed across T4038. The second- 
ary is connected to the projector. 


Receiver-Amplifier 


The receiver of the NMC-2 consists of two push-pull 
r-f amplifiers, a detector, a BFO, and two audio-amplifier 
channels. 

The receiver-amplifier input is connected across the 
secondary of T403. Therefore, the full output of the 
driver is applied to the input of the receiver. When the 
driver is keyed, two means are used to protect the re- 
ceiver input circuit. First, resistor R101 limits the amount 
of grid current of the first amplifier stage. Second, the 
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gas tube V110 ionizes, shunting the secondary of the 
input transformer. The gas tube ionizes when the driver 
is keyed, but it is not ionized when echoes are received. 
The sensitivity control R302, located in the indicator unit, 
controls the gain of the first r-f stage by changing the 
bias applied to the cathodes. The r-f stages are tuned by 
the ganged variable capacitor C101. 

Tube V107 is the beat frequency oscillator (BFO) 
tube. Its output is connected to the suppressor grids of 
the detector (V105 and V106). The input to the detector, 
from the second r-f amplifier, and the output of the BFO 
heterodyne to produce an audio frequency. Capacitor 
C136 may be adjusted to vary the frequency of the beat 
note by varying the frequency of ‘the BFO. 

When the VISUAL-AUDIBLE switch 8302 is in the VISUAL 
position, the detector output is connected by relay K102 
to the red-light amplifier stage V108. The output of the 
detector is developed across resistor R121. The load for 
V108 is step-down transformer T105. The secondary of 
this transformer is connected to the primary of trans- 
former T301 which steps the voltage up to about 800 
volts. The voltage is applied across a neon lamp [3801 
in the indicator unit. 

The neon lamp and an incandescent lamp [301A are 
mounted on a timing disk rotating behind a fixed dial. 
(Operation and use of I301A is explained later in this 
chapter.) These lamps are fed through slip rings. The 
driver is keyed when the neon lamp is at the position 
on the dial corresponding to zero depth. The mark indicat- 
ing zero depth is located at the top of the dial. 

A returning echo causes the neon lamp to flash. Since 
the speed of rotation of the disk and the velocity of 
sound in sea water are known, the dial can be calibrated 
directly in units of depth, such as feet or fathoms. After 
the sound pulse is transmitted, the neon lamp continues 
to rotate. When an echo is received, the lamp flashes at 
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the position on the dial corresponding to the depth of 
the water. 

Placing S302 in the AUDIBLE position operates relays 
K101 and K102. This switches the detector output to the 
white light amplifier V109. The output of the white light 
amplifier is applied to the phone jack and to the speaker 
through the contacts controlled by the phone cut-out 
eccentric. The setting of BIAS CONTROL R125 determines 
the echo amplitude necessary to produce a visual output. 
This control is used to adjust the bias applied to the 
detector. 


Indicator-Recorder 


The INDICATOR-RECORDER of the NMC-2 is shown in 
figure 13-12, D. A timing disk rotates behind the dial. 
Either the neon lamp or the white lamp shows through 
the space between the two scales on the dial. The position 
of the visual-audible switch determines the method of 
sound employed. 

For visual (automatic) sounding, the neon lamp flashes 
at the instant the echo is received. The position at which 
the lamp flashes indicates the depth of the water in 
fathoms. When the VISUAL-AUDIBLE switch is in the AU- 
DIBLE position, an incandescent (white) lamp shines con- 
tinuously behind the dial. 

For audible sounding, the transmitter is keyed in the 
same manner as for visual sounding. However, in audible 
sounding the operator listens for returning echoes. The 
instant he hears an echo from the bottom he notes the 
position of the white light on the dial. This position 
corresponds to the depth. 

Audible sounding is sometimes used when high rever- 
berations would cause the neon lamp to flash several 
times or even remain continuously lighted. Also when 
the returning echo is too small to flash the neon lamp, 
audible sounding is desirable. 
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The recorder of the NMC-2 is located on the right-hand 
side of the indicator-recorder. The recorder indicates 
the depth only when the visual-audible switch is in the 
VISUAL position and the SIGNAL-INTERVAL switch is in the 
400-2000 position. A chemically treated paper is moved 
under a stylus. This paper is sensitive to electric cur- 
rent. If current is passed through the paper, a chemical 
reaction takes place which causes a black mark to appear 
at the point where the current passed through. 


Generally, in this type of recorder the stylus marks 
the paper only at the time when a pulse is transmitted 
or an echo is received. The stylus does not make a con- 
tinuous line on the paper. 


The paper used in the recorder is moved horizontally 
at a constant speed by a paper-feed mechanism. The ver- 
tical axis is calibrated in depth. In figure 13-12, D, only 
one stylus can be seen. However, there are actually two, 
one on either end of an arm. This arrangement keeps 
the arm mechanically balanced. 


When the recorder switch S306 is on, current which 
flows through the neon lamp also flows through the stylus 
and through the paper. The paper is marked alternately, 
first by one stylus and then by the other. The RECORD- 
DENSITY CONTROL determines the blackness of the mark 
on the paper by controlling the amount of current that 
flows through the stylus. When the recorder switch is 
off, the stylus is grounded and will not mark the paper. 

When the recorder is in operation, the paper moves 
between the chart feed roll and a contact in series with 
the CHART-WARNING LAMP I303. When the supply of paper 
is depleted, the contact drops down on the feed roll. 
This completes the circuit to the warning lamp and it 
lights. 

The SHOAL-DEEP switch has two positions—one posi- 
tion for sounding in deep water and the other for sound- 
ing in shallow water. When the switch is in the SHOAL 
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position, the depth is read directly from the recorder 
paper. When the switch is in the DEEP position, a fixed 
stylus at the bottom of the paper makes a continuous 
mark. The mark indicates that the depth shown on the 
paper must be multiplied by five to obtain the actual 
depth. 


The position of the shoal-deep switch determines 
whether the inside or the outside scale on the dial is read. 
The inside scale is graduated from 0 to 400 fathoms. 
The outside scale is graduated from 0 to 2000 fathoms. 
The signal-interval switch makes it possible to double 
the maximum depth that can be read from the dial. 


The signal-interval switch has two positions. In the 
400-2000 position, the driver is keyed once for each 
revolution of the timing disk. While the switch is in 
this position, the depth is read directly from the dial. 
If the switch is set in the 800-4000 position, the driver 
is keyed once for every two revolutions of the timing 
disk. The change in the keying interval is accomplished 
by the half-speed eccentric. In the 800-4000 position, the 
depth read from the dial must be doubled to obtain the 
actual depth. 


The standard depth cam is mechanically connected to 
two motors—the SHOAL MOTOR and the DEEP MOTOR. These 
motors have different speeds. The position of the shoal- 
deep switch determines which motor is energized. The 
motor not in use is disconnected from the cam by an 
overriding clutch mechanism. 


When the shoal-deep switch is in the DEEP position, 
relay K302 operates and changes the contacts used with 
the cam. The purpose of the cam is to key the driver. To 
key the driver, two of the three sets of contacts must be 
closed. If the signal-interval switch is in the 400-2000 
fathoms position, relay K301 will be closed. When the 
contacts associated with the standard depth cam close, 
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the driver is keyed by grounding the center tap of the 
oscillator filament transformer through the lead con- 
nected to terminal 24. 

Relay K301 is controlled by the contacts associated with 
the half-speed eccentric, when the signal-interval switch 
is in the 800-4000 position. If the standard depth cam 
contacts and the eccentric contacts are closed, relay K301 
will be closed and the driver is keyed. 

Since the eccentric rotates only half as fast as the 
standard depth cam, the second revolution of the stand- 
ard depth cam closes its own contacts, but the contacts 
of the eccentric remain open. Therefore, K301 also will 
remain open and the driver is not keyed. However, on 
the next revolution of the standard depth cam, the con- 
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Figure 13-14.—Indicator-contact mechanism. 


Indicator-Contact Mechanism 


tacts associated with the standard depth cam and the ec- 
centric are closed and the driver is keyed. 

Figure 13-14 is the indicator-contact mechanism. It 
shows the assembly as having three cams. In the equip- 
‘ment there is actually only one cam and the disks are 
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stacked together. For ease of explanation the mechanism 
will be considered as having three cams rotating in 
synchronism counterclockwise. 


The three sets of contacts are fixed to the individual 
disks. These contacts are the ones associated with the 
standard depth cam shown in figure 13-13. As the cams 
rotate, the contacts open and close. When the contacts 
of the cam at the left close, and the contacts of either 
of the other two sets are closed, the driver is keyed. 
The disks may be rotated within limits. This causes the 
contacts to be rotated with respect to the low surface 
on the cam. 


The zero contacts usually close after the deep contacts 
and the shoal contacts close. With the disks adjusted 
as shown in figure 13-14, all three sets of contacts close 
at the same time. Therefore, the driver is keyed as long 
as the detents on the contact arms ride on the low sur- 
faces of the cams. 


Now consider only the operation of the zero contacts 
and the deep contacts. Moving the deep contacts clock- 
wise with respect to the cam causes the driver to be 
keyed for a shorter time. If the deep contacts are rotated 
clockwise, they will close sooner than the zero contacts. 
Also, they will open sooner than the zero contacts. The 
closing of the zero contacts determines the beginning 
of the driver pulse. The opening of the deep contacts 
determines the end of the pulse. 


The longer the time interval between the closing of the 
deep contacts and the closing of the zero contacts, the 
shorter the driver pulse. The same explanation applies 
to the operation of the shoal contacts. The main advan- 
tage of having the zero contacts start the driver is the 
fact that the zero adjustment does not change when the 
position of the shoal-deep switch is changed. 
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Figure 13-15.— AN UQN-1 sonar sounding set. 


SONAR SOUNDING SET AN UQN-1 


Another type of fathometer is shown in figure 13-15. 
This equipment is quite different from the NMC-2. There 
is no provision for visual readings other than from the 
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recorder. Three ranges are provided: 0-400 feet, 0-400 
fathoms, and 0-4000 fathoms. 


A stylus starts across the recorder chart simultane- 
ously with the transmission of a pulse. The stylus marks 
the paper twice, once at the top, when the pulse is 
transmitted, and again, when an echo is received. 


The receiver-transmitter contains the receiver, the 
transmitter, the oscillator, the power supply sections, 
the recorder, and the control panel. As can be seen from 
the photograph, this equipment is very compact. The re- 
ceiver and the transmitter are both crystal-controlled. 


A schematic diagram of the crystal-controlled oscilla- 
tors associated with the transmitter and the receiver ap- 
pears in figure 13-16, A. The output of the 130-kc oscil- 
lator is fed to the mixer tube V202. Some of the compo- 
nents of the 1380-ke oscillator form part of another 
oscillator which has an output of 142 kc. The two fre- 
quencies heterodyne in the mixer tube to produce a dif- 
ference frequency of 12 kc. This output is fed to the 
transmitter. The driver output, in turn, is fed to the 
crystal transducer. 


A schematic diagram of the receiver is shown in figure 
13-16, B. This is a superheterodyne type of receiver. The 
returning echo has a frequency of 12 ke and is fed to the 
receiver input. The echo is amplified by V209 and fed to 
mixer V210. 


Another input to the mixer is a 130-ke signal from 
V201A. These two frequencies heterodyne to produce a 
difference frequency of 118 kc, which is the i-f frequency. 
The output of the i-f amplifier V211 is fed to another 
mixer V212 where it is heterodyned with a signal of 
114 ke. The difference frequency is 4 kc. This signal is 
used to mark the chart. An actual record obtained by 
using the AN/UQN-1 is shown in figure 13-17. 
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PART NO. 02877 


QUIZ 


How may sonar echo-ranging equipment be used for sonar 
listening equipment? 


Through what types of media do sound waves travel? 


What is the equation for relating the velocity of sound to its 
frequency and wavelength in a given medium? 


What is the relation between the velocity of sound in air and 
the temperature of the air? 


What are reverberations, as applied to sonar? 
What is attenuation of a sound beam, as applied to sonar? 


Why does a sound beam usually travel in a curved path instead 
of a straight path in the ocean? 


What is a negative temperature gradient? 

What is an isothermal? 

What is a bathythermograph? 

What are the two general types of background noise? 


Why is listening equipment more useful on a submarine than 
on a surface vessel? 


What is magnetostriction? 
What is the piezoelectric effect? 
For what purpose is the Doppler effect useful in sonar? 


Why is the frequency of an echo compared with the frequency 
of the reverberations instead of being compared with the fre- 
quency of the outgoing ping? 


What is the purpose of a fathometer? 


During audible sounding with the NMC-2 fathometer how 
does the operator determine the depth of the water? 


How is the keying interval of the NMC-2 fathometer changed? 


How is the transmitted frequency of the AN/UQN-1 sounding 
set produced? 


What type of receiver is used in the AN/UQN-1 sounding 
set? 
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SEARCHLIGHT SONAR SYSTEMS 
PRINCIPLES AND OPERATIONAL LIMITATIONS 


Searchlight sonar is a system in which a directional 
transducer is used to concentrate the outgoing pulse of 
sound energy into a narrow beam and to form a direc- 
tional pattern for receiving. The transducer “illuminates” 
the target with sound energy in much the same manner 
that an ordinary searchlight illuminates an object. 

A searchlight sonar system consists of a transmitter, 
a receiver, and a transducer. The searchlight system is 
widely used in detecting underwater targets. A trans- 
ducer is connected to a transmitter output during the time 
a pulse is transmitted. At the end of the pulse, a relay 
or other device disconnects the transducer from the 
transmitter and connects it to the receiver input. After 
a given interval of time, the transducer is again connected 
to the transmitter and the cycle is repeated. 

The transducer in a searchlight system concentrates 
the sound energy into a beam. The receiving pattern and 
the transmitting pattern are the same. The bearing of a 
target is determined by training the transducer for maxi- 
mum echo strength. 

The directivity of the transducer determines the accu- 
racy of the bearing information. The sound beam for a 
given frequency can be made narrower in azimuth by 
increasing the width of the transducer diaphragm. If a 
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higher operating frequency is used, the transducer can 
be made smaller and still have the desired directivity. 
However, if the frequency is increased too much, propa- 


HOIST~TRAIN KECHANISM 


Figure 14-1.—QGB sonar equipment. 


gation losses caused by absorption become objectionable. 
One of the disadvantages of the searchlight system is 
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the long time it requires to search the area around a 
vessel. The ping-listen-train search is a slow process. Also, 
the ranges obtained are slant ranges, whereas in attack- 
ing a submarine the horizontal range is needed to com- 
pute the range for firing the forward throwing weapons 
and the position for dropping’ depth charges. 


QGB SEARCHLIGHT SONAR 


The QGB sonar equipment was.-designed for installa- 
tion in destroyer escort vessels. A photograph of the QGB 
is shown in figure 14-1. This equipment uses a magneto- 
striction transducer. When changing the operating fre- 
quency of the equipment, the transducer also must be 
changed if the equipment is to operate efficiently. Trans- 
ducers having resonant frequencies of 20, 22, 24, and 26 
ke are available. The receiver is tunable between 17 and 
26 ke. 

The hoist-train mechanism is mounted in a sea chest. 
The transducer and dome may be raised from and low- 
ered into the water. When they are hoisted into the sea 
chest, the dome seals off the chest and allows the tech- 
nician to service the transducer from inside the ship. 


Keying Unit 


The keying unit has four functions depending on the 
position of the RANGE SELECTOR switch. The operation of 
the keying unit with the range selector in its various 
positions is as follows: (1) SEARCH position—the keying 
unit provides keying pulses to actuate the bearing devia- 
tion indicator (BDI) sweep relay and the driver keying 
relay. The latter relay automatically times the period that 
these two relays are closed and the interval between their 
operating periods; (2) RECORDER position—the keying 
unit acts as a switch to start the travel of the indicator 
range recorder stylus, provides pulses for operating the 
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Figure 14—2.—Simplified schematic diagram of the keying unit. 


BDI sweep relay and the driver keying relay, and deter- 
mines the keying pulse duration (signal length); (3) 
LISTEN position—the operation is the same as in the 
search position except that the driver keying relay is 
disconnected; and (4) MANUAL-KEY position—the keying 
unit is biased beyond cut-off so that it is totally inopera- 
tive. The equipment is keyed by closing the hand key on 
the training control unit or by closing the test key. 

A simplified schematic diagram of the keying unit is 
shown in figure 14-2. Assume that the SIGNAL-ON tube 
is conducting and the SIGNAL-OFF tube is non-conducting 
due to a negative bias voltage on its grid. The bias is 
obtained from the charge on capacitor C5103. The charg- 
ing path for C5103 is through V5102 (when it was con- 
ducting), through the power supply, to ground, through 
R5104 and R5119 in parallel, and through R5108. 

The bias voltage from the capacitor is applied to the 
grid of V5102 through R5108, through $5101 and its asso- 
ciated resistors, through R5109 and R5110. While the 
signal-on tube is conducting, capacitor C5101 charges. 
Its charging path is through V5101, through the power 
supply, to ground, and through the cathode resistors of 
V5102. The charge on capacitor C5103 (received when 
V5102 was conducting) places the cathode of V5102 at 
+120 volts above ground. 

Capacitor C5103 discharges when V5101 is conducting 
through diode V5103 (pins 3 and 4), resistor R5109, 
switch $5101 and its associated resistors, tube V5101, the 
power supply, to ground, and through the series-parallel 
resistor network in the cathode circuit of V5102. With 
V5101 conducting the voltage drop across its cathode 
resistors causes the diode (V5103 pins 3 and 4) to con- 
duct. The rate at which capacitor C5103 discharges may 
be varied by changing the position of the SIGNAL LENGTH 
switch. When capacitor C5103 discharges sufficiently, the 
signal-off tube conducts. 
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The instant the signal-off tube begins to conduct, the 
voltage drop across its cathode resistors adds to the +120 
volts across capacitor C5101. The result is that the cath- 
ode of the signal-on tube becomes +240 volts momentar- 
ily. The plate voltage is only +120 volts; therefore, the 
tube stops conducting. At the time the signal-off tube 
starts conducting, capacitor C5103 starts to charge again. 


When the signal-on tube is conducting and the signal- 
off tube is nonconducting, another capacitor C5102 also 
is charged by the cathode voltage of the signal-on tube. 
The charging path for this capacitor is through S801C, 
V5101, and the power supply to ground and through re- 
sistor R5105 and the diode V5103 (pins 5 and 8). The 
diode conducts only when the capacitor is charged. The 
purpose of the diode is to provide a short charging time 
and a long discharge time for the capacitor. As mentioned 
previously, the signal-on tube stops conducting when the 
+240 volts is momentarily applied to its cathode. But, if 
the grid is not made negative, the tube will conduct as 
soon as this voltage is removed from the cathode. The 
negative potential on the grid is obtained from the charge 
on capacitor C5102. The length of time that the signal-on 
tube is cut off depends on the discharge time of the ca- 
pacitor and can be adjusted with the SIGNAL-INTERVAL 
control R5105. 


The signal-on tube conducts again when capacitor 
C5102 discharges. When this tube conducts, its cathode 
voltage is +120 volts. This voltage adds to the 120 volts 
across C5101 which was established while V5102 was 
conducting and the cathode of the signal-off tube momen- 
tarily has a potential of +240 volts placed on it cutting 
the tube off in the same manner V5101 was previously 
cut off. Capacitor C5101 loses its charge quickly and 
V5102 would conduct almost immediately, if it were not 
for the negative voltage placed on its grid by capacitor 
C5103. When the range selector switch is in the MANUAL 
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KEY position, a fixed negative voltage is applied to the 
grid of the signal-on tube. Keying is accomplished by 
pressing the hand key. 


Keyer Tube 


A simplified schematic diagram of the keyer tube is 
shown in figure 14-3. The BDI sweep relay K701 and 
the driver keying relay K105 are energized by the keyer 
tube. This is true for all positions of the range selector 
switch except the manual key position. The coil of K701 
is connected between the plate of the keyer tube and the 
+120-volt bus. It is in parallel with the driver keying 
relay coil, when the range selector switch is in any posi- 
tion except LISTEN. 

During the signal-off period the control grid is supplied 
with —60 volts from a voltage divider across the —120 
volt bus. During the signal-off period the keying tube is 
cut off. Therefore, no current is drawn through the relay 
coils and the relays are inoperative. 

When the signal-on tube conducts, its cathode voltage 
is raised to about +120 volts. This voltage cancels the 
bias on the keyer tube. The keyer tube conducts and 
current flows through the coils of relays K701 and K105. 
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Figure 14-3.—Simplified schematic diagram of the keyer tube. 


377951 O - 56 - 27 409 


The keyer tube conducts for the same length of time 
as the signal-on tube. When the signal-on tube stops con- 
ducting, the keyer tube bias is restored and the keyer 
tube is cut off until the signal-on tube again conducts. 
The keying interrupter is necessary because, when the 
equipment is first turned ON, the signal-on and the signal- 
off tubes may be conducting at the same time. Pressing 
the keying interrupter removes plate voltage from the 
signal-on tube and allows the signal-off tube to assume 
control. 


Driver Unit 


A complete block diagram of the QGB sonar is shown 
in figure 14-4. The driver unit is composed of a master 
oscillator and a push-pull power amplifier. A simplified 
schematic diagram of the driver unit is shown in figure 
14-5. The output power of the driver is 400 watts. The 
driver is tunable between 17 and 27 kc. 


When relay K109 is in the position shown in the dia- 
gram, the frequency determining components of the 
master oscillator are the variometer L101 and capacitor 
C122. The output of the oscillator is capacity coupled to 
the power amplifier. The power amplifier is coupled to 
the transducer by transformer T102. The oscillator and 
power amplifier are biased below cutoff by fixed bias from 
a voltage divider. 


The oscillator is keyed by relay K105. The contacts of 
this relay short-out the cutoff bias on the tube. When the 
oscillator is keyed, the input to the receiver is shorted, 
the transducer is connected to the output of the driver, 
and cutoff bias is removed from the master oscillator. 


Under some operating conditions it may be desirable 
to sweep the frequency of the master oscillator in order 
to give the echoes a more easily distinguished tone. This 
is done with a motor-driven capacitor. A schematic dia- 
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Figure 14-5.—Simplified schematic diagram of the driver unit. 


gram of the frequency sweep modulator is shown in fig- 
ure 14-6. When 8107 is closed, relay K109 removes C122 
and substitutes C115 in the master oscillator tank circuit. 
The variable capacitor C115 sweeps the oscillator fre- 
quency from 400 cycles below to 1600 cycles above the 
operating frequency of the oscillator. 

A cam-operated switch is mounted on the end plate of 
the variable capacitor. The cam is attached to the capaci- 
tor shaft and rotates as the rotor plates turn. This cam 
actuates two switches which complete the a-c circuit to 
the motor. The purpose of these switches is to keep the 
motor energized until the capacitor has rotated one com- 
plete revolution. This allows the plates to be in the FULLY 
MESHED position at the beginning of the next revolution. 
The capacitor rotates from the maximum to the minimum 
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Figure 14-6.—Simplified schematic diagram of the frequency 
sweep modulator. 


capacity position in such a way that these positions coin- 
cide with the start and finish of each oscillator pulse. 


Receiver 


The receiver in the QGB has two channels—the audible 
channel and the visual (BDI) channel. The audible chan- 
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nel output is fed to the loudspeaker and to the range re- 
corder when it is operating. The visual channel output 
energizes the horizontal deflection circuits and the bright- 
ening circuits in the BDI. 

The BDI aids the operator in training the transducer 
exactly on the target. The operating principle of the BDI 
is shown in figure 14-7,A. The transducer is split elec- 
trically into two sections. When the transducer is trained 
exactly on the target, the amplitude and phase of the 
signals induced into each half of the transducer are the 
same and there is no deflection of the BDI trace. When 
the transducer is trained either to the right or to the left 
of the target, the amplitude of the signal induced into the 
left half of the transducer is equal to the amplitude of the 
signal induced into the right half of the transducer. How- 
ever, there is a phase difference between the two signals. 
The presentation on the BDI scope is similar to that 
shown in figure 14-7,B. 

BDI CHANNEL.—In the BDI (visual) channel of the 
receiver the phase difference between the two signals is 
changed to an amplitude difference which is applied as 
deflection voltage to a cathode-ray tube. Refer to figure 
14-4, The output of the two transducer halves is fed to 
separate amplifiers. 

The outputs of the two r-f amplifiers are applied to the 
grids of the left and right BDI channel converter tubes. 
The two grids are connected through a phase-shifting 
network which gives approximately an 80° phase shift. 
The electrical center of the phase-shifting network is con- 
nected to the audible channel r-f converter tube V516. 
The output of the converter oscillator V513 is coupled to 
the grids of the three r-f converter tubes through isola- 
tion resistors. 

The 80° phase-shifting network converts the phase dif- 
ference between the signals from the left half and the 
right half of the transducer into an amplitude difference. 


413 


TARGET 


ECHO PATH FROM TARGET 
TO CENTER OF RIGHT HALF 
OF PROJECTOR(SOUND WAVE) 


ECHO PATH FROM TARGET 
TO CENTER OF LEFTHAL 
OF PROJECTOR (SOUND 
WAVE} 


TRANSMITTED SIGNAL PATH 
TO TARGET (SOUND WAVE) 


PROJECTOR 


OIFFERENCE IN ECHO 
PATH LENGTHS OF 
LEFT AND RIGHT HALVES 
OF PROJECTOR 


ECHO ARRIVING AT RIGHT 
HALF OF PROJECTOR 


SIGNAL ARRIVING 
AT TARGET ECHO ARRIVING 
AT LEFT HALF 

OF PROJECTOR 


TRANSMIT TEO 
SIGNAL 


TARGET TO RIGHT 


Figure 14—7.—Bearing deviation indicator. 
A. Split transducer; B, scope presentation of the BDI. 
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This difference is applied to the grids of the left and 
right BDI channel r-f converter tubes. 

The left r-f converter tube receives the amplified output 
of the left half of the transducer. In addition, it also re- 
ceives the amplified output of the right half of the trans- 
ducer, the phase of which has been shifted 80° leading 
by the phase-shifting network. The right r-f converter 
tube receives the amplified output of the right half of 
the transducer, and in addition, the amplified output of 
the left half of the transducer which has been shifted by 
the phase-shifting network 80° leading. 

A vector diagram of these voltages is shown in figure 
14-8. The vector diagram shows the three possible situa- 
tions that can occur. Figure 14-8,A, the voltage applied 
to the grid of the left converter tube is greater than that 
applied to the right converter tube. The situation is re- 
versed in figure 14~-8,C. When the transducer is trained 
exactly on the target (figure 14-8,B), the voltages applied 
to the two grids are the same. This satisfies the condition 
of changing the phase difference into an amplitude differ- 
ence. 

The output of the converter oscillator is fed to the grids 
of the left and right BDI converter tubes where the input 
signal from the target is heterodyned to the i-f frequency. 
A 600-cycle switching voltage is applied in push-pull to 
the screen grids of these converter tubes. The switching 
voltage has sufficient amplitude to cut off the tubes when 
the 600-cycle signal is on its negative alternation. Only 
one tube will be cut off at any one time, since the 600- 
cycle signal is applied in push-pull. 

Figure 14-9 shows the waveforms in the receiver. The 
output of the r-f converter tubes is amplified by two i-f 
amplifier stages and applied to detector V504. The output 
of the detector is the envelope of the i-f signal. The de- 
tector output goes through one stage of audio amplifica- 
tion and then to a phase-sensitive detector. 


416 


*SULIOJBADM JOAL@IBY— "6—p | BuNBty 


(91h “d e087) 95-0 Ig61L¢ 


L 


EXPLANATORY WAVE SHAPES 


Signal Predominant from Right Half of 


Projector 


TIME _—_— 


BDI SWITCHING OSCILLATOR (v $08) VOLTAGE (ay \ } J 
(800crcLES5), 

RE SIGNAL TO RIGMT BOI CHANNEL RF CON- @ RH 
VERTER TUBE vSiz SUPERSONIC FREQUENCY). 

VOLTAGE FROM BOI SWITCHING OSCILLATOR = |G UV VW 


RIGHT BO! CHANNEL SCREEN GRID MOOULATING 
vsos © CYCLES). /\ /\ 


CONVERSION GAIN OF RIGHT BOI CHANNEL (>) 
RF CONVERTER TUBE (V5:2), 


OUTPUT OF RIGHT BDI CHANNEL RF CONVERTER (8) -$—)- 
TUBE VSI2 (60 KC LF), 


RF SIGNAL TO Lens, BOL cH RF CONVERS (F} Se LAL 


NEL 
TEA TUBE V502 FREQUENCY) 
LEFT 6DI CHANNEL SCREEN GRID MODULA- 6) 7 7 PE 
TING VOLTAGE FROM BDI SWITCHING OSCIL~ 
LATGR V¥508 (600 CYCLES). 


CONVERSION GAINOF LEFT Bol CHanner ae 
CONVERTER TUBE (V S02), 


OUTPUT OF LEFT BDI CHANNEL RF CONVER- (1) ® ® 


TER TUBE Vv S02 (60KC 


COMBINED OUTPUTS OF LEFT AND RIGHT GDI (J) ole 


CHANNEL RF CONVERTER TUBES vS02,vS5I2. 
(onc 1 € PLUS 1), Lola. 


OUTPUT OF BOI CHANNEL SECOND DETECTOR = (x) 
VSO5. (AUDIO FREQUENCIES PLUS DC), 


SIGNAL TO 8DI CHANNEL AUDIO AMPLIFIER Y Pothowr 


V508 (AUDIO FREQUENCIES), 


OUTPUT OF BDI CHANNEL AUDIO FREQUENCY (c) 
AMPLIFIER V506@0O CYCLE), 


PULSE FROM SWITCHING OSCULATOR VS08 

TO CONTROL GRIO OF BO! PHASE SENSITIVE Ww aU aS a 
OETEC TOR VSIO(BOOCYCLE NEGATIVE PULSES), 

GAIN OF PHASE SENSITIVE DETECTOR (V510) c] 
DUE TO APPLIED NEGATIVE PULSE AS IN (N), 


OUTPUT OF PHASE SENSITIVE DETECTOR Y 
VSIO DUE TO APPLIED (BOO CYCLE SIGNAL (M), 


Equal Signals from Projector 


Time 


BO) SWITCHING OSCAL ATOR(VS0@ VOL TAGE a 
00 cCrcLEs), 


RF SIGNAL TO RIGHT 8D! CHANNEL AP CONVER~ » 
TER TUBE VSiI2 (SUPERSONIC FREQUENCY, 


RIGHT BOI CHANNEL SCREEN GRIO MODULA~ () 
TING VOLTAGE FROM B01 SWITCHING OSCILL- 
ATOR vS08(800cYCLES). 


CONVERSION GAIN OF RIGHT BDI CHANNEL AF (0) 
CONVERTER TUBEVS!2). 


OUTPUT OF RIGTH BOI CHANNEL RF CONVER- (6) 
TER TUBE VSI2 (6OKC FF). 


pe 
Ui 
AT Ge 
LA Ly. 
9e- 
RF SIGNAL TO LEBT @DI CHANNEL RF CONVER- (F) Sli 
Pr 
ef Nf Ne = 
+e 
-0000— 
AV AN AN A 


JER TUBE V502 CsuPersonic. FREQUENCY). 


LEFT BO! CHANNEL SCREEN GRID MOOMA- 
TING VoseSo FROM BO SWITCHING OSCILL- 
ATOR VS08 CYCLES). 

CONVERSION GAIN OF LEFT 801 CHANNEL RF ¢) 
CCNVERTER TUBE (vS02). 


OUTPUT OF LEFT BOI CHANNEL AF CONVER (1) 
TER TUBE vS02 (60 RC ¥F). 


COMBINED OUTPUTS OF LEFT AND RIGHT Ot @) 
CHANNEL RF CONVERTER TUBES VSO2,Vai2 
(@0 KC HF, E+ PLUS I), 


OUTPUT OF 801 CHANNEL SECOND peTecror (% 
VS0S (AUDIO. FREQUENCIES PLUS Oc). 


SIGNAL TO BDI CHANNEL AUOI AMPLIFIER re) ALAA 
vee 


TAUDIO FREQUENCIES). 


OUTPUT OF BDI CHANNEL AUDIO FREQUENCY =) 
AMPLIFIER(V 506)18 ZERO. 
PULSE FROM SWITCHING OSCILLATOR V508 


TQ CONTROL GRIO OF BOI PHASE SENSITIVE ” \J_N7/ 
OLTEC TOR VSI GOOCYCLE NEGATIVE PULSES). 


GAIN OF PHASES SENSITIVE DETECTORIVSIQ) (6) 
OUE TO APPLIED NEGATIVE PULSE AS INDY) 


OUTPUT OF PHASE SENSITIVE DETECTOR ) 
(V$10) DUE TO APPLIED SIGNAL IS ZERO, SINCE 
THERE 13 NO APPLIEO SIGNAL ( 


OUTPUT OF BOI CHANNEL AU0IO FREQUENCY 
AMPLIFIER VSO6(MAINLYIZOOCYCLE 8) 


Signal Predominant from Left Half of 
Projector 


TIME 


BO! SWITCHING OSCILLATOR(W SOB)VOLTAGE — A) 
(000 cvcLes) 


RF SIGNAL TO RIGHT 8DI CHANNEL RF 
CONVERTER TUBE v5i2 (SUPERSONIC 
FREQUENCY) 


RIGHT BOI CHANNEL SCREEN GRID MODU- © 
LATING VOLTAGE FROM BOI SWITCHING 
OSCILLATOR V$08(600 CYCLES) 


CONVERSION GAIN OF RIGHT BDI CHANNEL (0) 
RF CONVERTER TUBE {yS12) 


OUTPUT OF RIGHT BOI CHANNEL RF CONVER- {e) 
TUBE V $12, 60 KC IA) 


RF SIGNAL TO LEFT BOI CHANNEL RF CON- ( 
VERTER TUBE V502. (SUPERSONIC FREQUENCY) 


— 
LEFT BOt CHANNEL SCREEN GRID MOOULAT- (Q X 7 \ 7 
ING VOLTAGE FROM BDI SWITCHING OSCILL: 
ATOR ¥S08 S00CYCLES) { [ \ 


CONVERSION GAIN OF LEFT 801 CHANNEL RF (ri 
CONVERTER TUBE|VS02 


OUTPUT OF LEFT BDI CHANNEL AF CONVER- (1) 
TER TUBE vSO2, (BO KC ¥) 


COMBINED OUTPUTS OF LEFT AND RIGHT BDI (.) 
GMANNEL RF CONVERTER TUBES VS02,vSI2. 
(00 KC FF E PLUS 4) 


OUTPUTOF B01 CHANNEL SECOND of TEcToR (W) 
VS5O8% (AUDIO FREQUENCIES PLUS OC) 


SIGNAL TO BDI CHANNEL AUDIO AMPLIFIER 3) 
V506 (AUDIO FREQUENCIES) 


OUTPUT OF 801 CHANNEL AUDIO FREQUENCY () 
AMPLIFIER ¥$06 (800 creuts) 

PULSE FROM SWITCHING OSCILLATOR We 

TO CONTROL GRID OF BO! PHASE SENSITIVE (WY) 
DETECTOR VS1O(600 CYCLE NEGATIVE PULSES) 


GAIN OF PHASE SENSITIVE DE TECTOR(V SiC) ()) 
OVE TO APPLIED NEGATIVE PULSE AS FX IN 


OUTPUT OF PHASE SENSITIVE DETECTOR () —\J \/ 


VSIO DUE TO APPLIED (600 CYCLE SIGNAL (mM) 


Equal Input Signals in Audio Section 


SIGNAL TO BDI AVON AMPLIFIER V506 (AUDIO {L) 
FREQUENCIES(SEE FIGUREG(L)FOR SIMILARITY) 


PULSE TO CONTROL GRIDOF BDI PHASE SEN~ (N) 
SITIVE DETECTOR V 510 (800 CYCLE X 7 . 7 
NEGATIVE PULSES) 


GAIN OF PHASE SENSITIVE DETECTOR VS10 
OUE TO APPLIED NEGATIVE PULSE AS IN(C) 


OUTPUT OF PHASE SENSITIVE DETECTOR(VSI0) (Pp) + 
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The output of the switching oscillator also is fed to the 
grid of the phase sensitive detector. A limiter tube, one 
section of V509, removes the positive alternations of this 
voltage so that only the negative alternations are applied 
to the grid of the phase-sensitive detector. The negative 
alternations are great enough to cut off the phase-sensi- 
tive detector. This places the detector in an OFF condition 
for one-half the time at a 600-cycle rate. The off time 
coincides with the negative alternations of the switching 
oscillator voltage. 


The phase-sensitive detector amplifies only during the 
time that the switching voltage is positive. The output 
of the phase-sensitive detector is a series of positive 600- 
cycle pulses, if the signal to the grid of the right r-f 
converter tube is greater than that applied to the left r-f 
converter tube. The output of the phase-sensitive detector 
is a series of 600-cycle negative pulses, if the signal to 
the left r-f converter tube is greater than that applied to 
the right r-f converter tube. If the inputs to the r-f con- 
verters are equal, the output of the phase-sensitive de- 
tector is zero. 


The phase-sensitive detector output is fed to the hori- 
zontal deflection amplifier V703. The horizontal deflection 
coils of the magnetically deflected cathode-ray tube are 
connected in the cathode circuit of this amplifier. The 
deflection coils therefore receive the same pulses that 
appear in the output of the phase-sensitive detector. 


The coils have self inductance which resists the voltage 
change caused by the pulses. If only a single pulse is 
applied to the deflection coils, the change in current 
through them is negligible. However, a series of pulses 
causes the current to gradually increase to a value corre- 
sponding to the average amplitude of the pulses. If the 
pulses are negative, the electron beam of the cathode-ray 
tube is deflected to the left. If the pulses are positive, the 
deflection is to the right. The direction of the deflection 
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tells the operator in which direction to train the trans- 
ducer to bring it on target. 


The vertical deflection amplifier produces a saw-tooth 
current. If flows through the vertical deflection coils and 
produces the vertical sweep of the electron beam. The 
sweep starts at the bottom of the cathode-ray tube at the 
instant the driver is keyed and progresses up the face of 
the tube as the transmitted pulse moves out through the 
water. A range indication may be obtained from the BDI 
by noting the position on the sweep where the echo ap- 
pears. However, the range is usually obtained from the 
range recorder. 

AUDIBLE CHANNEL.—The audible channel of the re- 
ceiver supplies outputs which are fed to the loudspeaker 
and the range recorder. A schematic diagram of the re- 
ceiver is shown in figure 14-10. The input to the audible 
channel is taken from the junction of resistors R592 and 
R593 through capacitor C527. The incoming signal is 
heterodyned to the i-f frequency in the r-f converter tube 
V516. One stage of i-f amplification follows the converter. 


The output of the i-f amplifier tube is applied to the 
control grid of the second detector and an output of the 
BFO is applied to the screen grid of the second detector. 
The two signals beat together and the output is an audio 
signal. Audio amplifier V519 has three outputs. One out- 
put is supplied to the audio output tube which drives the 
loudspeaker. The second output goes to the recorder 
output amplifier which excites the stylus of the range re- 
corder. The third output is applied to the RCG (rever- 
beration controlled gain) amplifier. 

A simplified schematic diagram of the RCG circuit is 
shown in figure 14-11. When the RCG switch is ON, the 
parallel capacitors C542B, C523B, and C589A are charged 
up to —46 volts during the-time that relay K701 is closed. 
The negative ends of the capacitors are connected to the 
cathode pin 4 of diode V521 (pins 3 and 4). 
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Figure 14—10.—Schematic diagram of the receiver in the QGB sonar. 377951 O -56 (Face p. 418) 


Figure 14-11.—Simplified schematic diagram of the RCG circuit. 


If no signals enter the receiver, the diode conducts im- 
mediately after K701 opens and the capacitors discharge 
rapidly. In this case no negative voltage from the capaci- 
tors is applied to the i-f amplifiers. When signals enter 
the receiver in the form of reverberations, they go through 
the audible channel and are fed to the RCG amplifier. 
The output of this tube is applied to the other half of 
V521. The voltage drop across R507-1 also is applied to 
the plate of the discharge diode. 


As long as the voltage on the plates of the diodes is 
more than —46 volts, the diodes cannot conduct and the 
only discharge path for the parallel capacitors is a slow 
discharge path through resistor R508-1. The voltage drop 
across R508-1 is such that it reduces the gain of the i-f 
amplifiers while the reverberations are high. As the rever- 
berations decrease, the discharge diode (pins 3 and 4) 
conducts, discharging the parallel capacitors rapidly and 
restoring the gain of the i-f amplifiers to normal. 


Indicator Range Recorder 


The range recorder provides a means of accurately 
indicating the range of a target. The range indications 
appear in a manner similar to that on the NMC-2 fathom- 
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Figure 14-12.—Range recorder unit of the QGB sonar. 


eter. The recorder paper travels under a calibrated scale. 
When an echo is received, current flows from the stylus 
through the paper to ground. 

The passage through the paper causes a chemical re- 
action which produces a mark to indicate the range. The 
range is read from the scale. The recorder operates only 
when the range selector switch is in either the 1500- or 
the 3750-yard position. A photograph of the range re- 
corder removed from the bridge control rack is shown 
in figure 14-12. 

The recording stylus is mounted on a carriage which 
slides freely on two guide bars. The carriage is drawn 
from left to right by a cord wound on a pulley. The pulley 
is rotated by a magnetic clutch, which is energized 
through slip rings and is driven through gears by a syn- 


chronous motor. 
The same motor actuates the paper drive mechanism. 
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Figure 14-13.—Simplified schematic diagram of the magnetic 
clutch circuit. 


Buring the time that the stylus carriage is moving to the 
right side, it compresses two helical springs. The springs 
return the carriage rapidly to its starting position at the 
left side of the recorder when the magnetic clutch is 
deenergized. The synchronous motor runs continuously, 
but the stylus carriage moves only when the clutch is 
energized. 

A flyback contact, located on two guide bars in back 
of the guide bars for the stvlus carriage, causes the mag- 
netic clutch to be deenergized, when the stylus moves to 
the right. Deenergizing the magnetic clutch allows the 
stylus to fly back to its starting position at the left side. 

OPERATION OF THE MAGNETIC CLUTCH.—Circuits in the 
keying unit energize the magnetic clutch. A simplified 
schematic diagram of the clutch coil circuit is shown in 
figure 14-13. When the signal-on tube fires, there is a 
large voltage drop across its cathode resistors. 

At the first instant that the signal-on tube fires. ca- 
pacitor C5004 appears as a short circuit and a large posi- 
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Figure 14-14.—Dome and retracting-gear assembly of the QGB sonar. 
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Figure 14-15.—Schematic diagram of the hoist-lower circuit. 


tive voltage is applied to the grid of the trigger tube. This 
positive voltage causes the trigger tube to conduct. The 
signal-on tube has no further effect on the action of the 
trigger tube. 


When the keyer tube conducts, its plate current flows 
through the magnetic clutch coil energizing the clutch. 
After the stylus moves across the paper, the flyback con- 
tacts close and ground the screen grid of the keyer tube. 
This cuts off the keyer tube, extinguishes the trigger 
tube, and Geenergizes the magnetic clutch. 


Dome and Retracting- Gear Assembly 


The dome and retracting-gear assembly of the QGB 
sonar is shown in figure 14-14. The transducer and dome 
can be hoisted into a trunk. When a vessel enters shallow 
water or is traveling at high speed, the dome and trans- 
ducer are hoisted into the trunk to prevent damage. The 
dome provides a protective shell for the transducer. It is 
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shaped to minimize turbulence around the transducer 
when the vessel is under way and thereby reduces inter- 
ference with the sound energy. The dome is free-flooding 
when it is lowered. 

The trunk and the main cover plate form a compart- 
ment to house the dome, when it is in its retracted posi- 
tion. They also support the hoist-lower and training mech- 
anisms. A raft carrying the dome is hoisted and lowered 
by the lifting tubes. 

In its lowered position the raft rests on the trunk 
stops. The transducer and training shafts are supported 
by the raft only when the transducer is being raised or 
lowered. When the dome is housed, the raft forms a 
watertight seal with the main cover plate. 

The dome may be hoisted or lowered either from the 
training-control] unit or from the location of the retract- 
ing assembly. A schematic diagram of the hoist-lower 
circuit is shown in figure 14-15. If the electrical circuits 
for the hoist-lower mechanism should fail, the dome may 
be positioned by using the handwheel. 

If the BRAKE RELEASE switch on the dome seating con- 
trol unit is on, pressing either the LOWER switch on the 
dome seating control unit or the HOIST-LOWER switch 
energizes relay K1603 and closes its normally open con- 
tacts. This provides a complete circuit through the coil 
of K1601. The contacts of K1601 then release the hoist- 
lower motor brake by connecting 3-phase power to the 
brake coil. As soon as the dome has started to lower, the 
upper brake limit switch closes and K1601 is kept ener- 
gized regardless of the position of relay K1603. 

Closing the lower switch also energizes coil L of the 
hoist-motor controller. This closes contactor L which con- 
nects 3-phase power to the hoist-lower motor. At the same 
time the holding contact Ll, in parallel with the lower 
button, closes and keeps coil L energized after the lower 
button is released. The hoist-lower motor operates until 
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the dome reaches the lower limit switch. When this switch 
opens it breaks the circuit to relay K1603 and to the con- 
troller coil L, but does not open relay K1601 because the 
brake limit switches are still closed. Relay K1601 remains 
energized and the brake remains off until further travel 
or coasting of the dome opens the lower brake limit 
switch. This deenergizes the brake coil allowing the brake 
to be applied to the hoist-lower motor. 

The dome is seated in the lowered position by hand 
because coasting does not always seat it securely. The 
brake release switch must be turned off before hand 
seating is attempted. 

With the brake release switch in the ON position, press- 
ing the hoist switch energizes coil H of the motor con- 
troller and relay K1602. This relay completes the circuit 
to relay K1601, which energizes the brake coil just as 
it does in the lowering process. Closing contactor H applies 
3-phase power to the hoist-lower motor in the proper phase 
to reverse the motor. At the same time contact H1 par- 
allels the hoist button and keeps coil H and relay K1602 
energized after the hoist button is released. 

Hoisting of the dome continues until it reaches the up- 
limit switch. When this switch is opened, the circuit to 
relay K1602 and to coil H is broken. Relay K1601 does 
not open because the brake limit switches are still closed. 
Relay K1601 remains energized and the brake remains 
off until further travel or coasting of the dome opens 
the upper brake limit switch. This deenergizes the brake 
coils allowing the brake to be applied to the hoist-lower 
motor. Pressing the EMERGENCY STOP button deenergizes 
all the relays by removing power from the brake coil and 
the hoist-lower motor. 

Relay K1604 protects the hoist-lower mechanism in case 
one of the contactors should stick. If the lower limit 
switch opens during the lowering operations, but con- 
tactor L sticks, the hoist-lower motor will continue to run 
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after it should have stopped. When the brake limit switch 
opens, relay K1601 is deenergized allowing the brake to 
operate and to deenergize relay K1604. The contacts of 
K1604 then close and current flows through the normally 
closed contacts of K1603 and the normally open (but 
closed due to sticking) contact of L to coil H of the motor 
controller. 

Contactor H is interlocked mechanically with contactor 
L to prevent both from being closed at the same time. 
With this arrangement coil H, when energized, has suffi- 
cient energy to open the contacts of coil L. When the 
contacts of coil L are forced open by coil H, the hoist- 
lower motor reverses just as though the hoist button had 
been pressed. This reverses the travel of the mechanism 
causing it to move downward. If the contacts of coil H 
stick, a similar action takes place at the upper limit of 
travel. 

The coils of overload relays 20L and 10L (not shown 
in the diagram) are in series with two phases of the 
motor. These relays protect the hoist-lower motor and 
are reset manually by pressing a button on the front of 
the hoist-lower motor controller unit. 
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17. 


18. 


19. 


20. 


QUIZ 


What is a searchlight sonar system? 
What basic units make up a searchlight sonar system? 


During what time in the cycle of operation is the transmitter 
connected to the transducer? 


At the end of each transmitted pulse how is an echo picked up? 


How is the bearing of a target determined with a searchlight 
sonar? 


What is the nature of the receiving pattern as compared to 
the transmitting pattern? 


What determines the accuracy of the bearing information of 
a searchlight sonar system? 


What is the chief disadvantage of a searchlight system? 


How are the transducer and dome of the QGB raised from 
and lowered into the water? 


In QGB equipment, why is the keying interrupter in the plate 
circuit of the signal-on tube necessary? 


How is the oscillator in the driver unit of the QGB keyed? 
What is the purpose of a BDI? 


When are the outputs of the phase-sensitive detector equal 
in the QGB? 


How can a range indication be obtained from BDI? 


. To what is the output of the audible channel of the QGB 


receiver fed? 


In the range recorder unit of the QGB when does the stylus 
carriage move? 


How is the magnetic clutch of the range recorder in the QGB 
energized? 


What is the purpose of the dome surrounding the transducer 
in the QGB? 


What precaution must be taken before hand seating of the 
dome of the QGB is attempted? 


How does pressing the emergency stop button deenergize all 
the relays in the QGB hoist-train mechanism and stop the 
hoist-lower motor? 
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15, 


SONAR AND LISTENING 
EQUIPMENT 


GENERAL DESCRIPTION OF SCANNING SONAR 


All searchlight systems of echo ranging involve a short 
transmission of sound energy followed by a longer period 
during which the sonar operator is alert for echoes. Be- 
cause of the limited sector covered by the relatively 
narrow sound beam and the time consumed between trans- 
missions, searchlight sonar proved to be very unsatisfac- 
tory in locating underwater targets. The necessity for 
rapidly searching a wide area led to the development 
of scanning sonar. 

The scanning sonar system is much more flexible than 
the searchlight system. Scanning sonar equipment is, in 
effect, a combination of two types of ultrasonic echo 
ranging and listening equipment operating simultaneously. 
One provides a continuous visual display of acoustic re- 
ception from all directions and the other provides audio 
response from any desired single direction. The latter is 
the exact equivalent of searchlight sonar. 

In scanning sonar the transducer is composed of a large 
number of small magnetostriction units arranged in a cir- 
cle. They are connected in parallel during transmitting 
and project sound energy in all directions. Each trans- 
ducer unit is connected to its own preamplifier for re- 
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ceiving the returning echo. The outputs of the preampli- 
fiers are connected to a rotary switch which scans the 
outputs of the individual units. After passing through 
the receiver these signals are applied to a cathode-ray 
tube. The visual presentation is similar to a PPI presen- 
tation in radar. 


QHB-a SCANNING SONAR 


The QHB-a scanning sonar equipment is a QHB equip- 
ment modified to provide certain operating features re- 
quired for application as part of the integrated attack 
sonar system. The original QHB equipment was con- 
verted to QHB-a by a modification kit. Current equipment 
is modified at the factory and no field conversion is neces- 
sary. A pictorial diagram of the QHB-a system is shown 
in figure 15-1. 


Transducer 


The transducer converts the electrical energy from the 
transmitter into sound energy and the returning echo 
into electrical energy. It is composed of two electrically 
independent transducers in the same housing. The prin- 
cipal element consists of 48 independent vertical trans- 
ducers arranged in a circle. The transducers are the 
magnetostriction type and use permanent magnets for 
polarization. 


Located directly above the array of 48 normally used 
transducers is a similar ring of 48 more transducers. The 
transducers in this second group are connected in series 
and are used only for transmission during echo ranging 
on deep targets. The short vertical length of these trans- 
ducers produces a broad vertical pattern which insures 
that sound energy will reach a target at a large depth 
angle. These transducers are not used for receiving. 
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Figure 15-1.—QHB-a scanning equipment. 


Scanning Switch Assembly 


A photograph of the scanning switch assembly is shown 
in figure 15-2: The audio scanning switch is similar to 
the video scanning switch. At the left end of each of the 
scanning switches is a circular terminal board to which 
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Figure 15-2.—Scanning switch assembly. 
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the output leads of the preamplifiers are connected. The 
terminals are connected to pins which protrude through 
the left side of the scanning switch proper. The pins 
are insulated from the housing by rubber grommets. 

A disk made of mica and glass (the stator plate) is 
bolted on the inside of the left-hand end bell. The pins 
go through the end bell and the disk. The surface of the 
disk is coated with aluminum and scribed with 48 radial 
divisions forming 48 separate sectors. Each sector is 
connected to one of the pins. This provides a complete 
circuit from any specific preamplifier to a corresponding 
sector. 

The rotor of a scanning switch is composed of a disk 
like the stator plate. It is mounted on a cast-iron backing 
disk. The rotor is coated with aluminum and scribed. When 
the sectors of the stator and those of the rotor are lined 
up, 48 equal capacitors are formed. The capacity of each 
sector pair ranges from 80 to 100 micromicrofarads. 

The capacitors thus formed constitute a means for 
connecting the preamplifier outputs to an electrical net- 
work carried on the rotor assembly. The network pro- 
vides proper phasing and attenuation so that any 18 
consecutive stator signals will form an acoustical beam. 
The network is mounted in an aluminum can and its leads 
are connected to slip rings on the rotor shaft. 

The rotor of the audio scanning switch is rotated by 
a servo system. The servo motor is capable of driving 
the shaft at 8 rpm. The rotor of the video scanning switch 
is driven by a 3500 rpm motor through a 2-to-1 gear 
reduction. The rotor is driven continuously by this motor. 

A control transformer is driven at a 1-to-1 ratio by the 
video scanning switch shaft. The excitation winding 
(rotor) is excited by a d-e current proportional to the 
sound range. The output of the stator windings is a 
3-phase a-c voltage at slightly less than 30 cycles per 
second. The amplitude of the a-c voltage is proportional 
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to the sound range. The phase relation between the in- 
stantaneous a-c voltage and the instantaneous angular po- 
sition of the scanning switch rotor is constant. 


The a-c voltage is supplied to the deflection coils of 
the cathode-ray tube. This voltage causes the electron 
beam to be deflected outward from the center of the 
screen in a spiral pattern. Therefore, the instantaneous 
position of the electron beam corresponds to the bearing 
of the scanning switch and also to the sound range. The 
echo voltage is applied to the cathode-ray tube as bright- 
ening voltage, causing the echo to appear on the screen. 


Receiver-Converter 


The outputs of the two scanning switches are fed to 
the receiver-converter. The receiver-converter has sep- 
arate audio and video channels. A block diagram of the 
receiver is shown in figure 15-3. A tunable oscillator in a 
unicontrol system supplies a signal to the first mixers 
in both channels and also to a converter which produces 
the transmitter frequency. In this converter a master 
65-ke signal is heterodyned with the signal from the 
unicontrol oscillator. The difference frequency is the trans- 
mitter frequency. The i-f stages of both channels operate 
on 65 kc. 

Reverberation controlled gain (RCG) bias is applied 
to the two r-f stages of both the audio channel and of the 
video channel. The MASTER GAIN CONTROL on the front 
panel of the console is a manual gain control for the r-f 
stages. 

In the audio channel a BFO is controlled, except in the 
LISTEN condition, by doppler-nullifier circuits. The OWN 
DOPPLER NULLIFIER (ODN) circuit keeps the audio output 
of the reverberations at 800 cycles per second. The TARGET 
DOPPLER NULLIFIER (TDN) circuit keeps the audio output 
of the target echoes at 800 cycles. The doppler-nullifier 
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circuits are necessary because of the sharp response of 
the audio circuits. 

A schematic diagram of the receiver is shown in figure 
15-4. The circuits of the video channel are conventional 
in design. The unicontrol oscillator, the tuned r-f stage 
of the video channel, and the tuned r-f stage of the audio 
channel are all tuned with a three-section ganged capaci- 
tor. Therefore, as the frequency of the transmitter is 
changed by tuning the unicontrol oscillator, the frequency 
of the receiver is changed also. 

The output of the unicontrol oscillator is fed to the 
screen grid of the mixer tube in each channel. The bias 
on the r-f stages in each channel is partly cathode bias 
and partly fixed bias. The fixed bias is obtained from the 
voltage drop across the master gain control R106. RCG 
bias is applied to the control grid of the r-f stages in 
both channels. The output of the video channel is fed 
to the cathode-ray tube. 

The r-f stages and the first mixer of the audio channel 
are conventional in design. The screen grid of the second 
mixer is connected to the output of the BFO. The fre- 
quency of the BFO output is 65.8 ke and the frequency of 
the echoes is 65 kc. The two signals heterodyne to pro- 
duce a difference frequency of 800 cycles. The output 
of the second mixer is coupled to both control grids of 
V710. 

The output of one half of V710 is coupled to the audio 
output amplifier V711. When the doppler-nullifier relay 
K708 is closed, a peak filter is connected from the plate 
of V710 (pin 2) to ground. The peak filter, L709 and 
C713, attenuates frequencies other than 800 cycles per 
second. 

The other half of V710 provides a signal to the dis- 
criminator circuit. The discriminator can vary the fre- 
quency of the BFO so that the audio output always re- 
mains at 800 cycles. Because of the narrow band pass of 
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the audio stages, any Doppler will change the frequency 
of the echo and of the reverberations to such an extent 
that the resultant audio signal will not pass through the 
audio stages. To correct the frequency of the BFO and 
keep the audio signals at 800 cycles the discriminator con- 
trols two reactance tubes. They change the frequency of 
the BFO and remove the effect of the Doppler. 

The ODN sampling relay K702 is shown in its open 
position on the schematic. However, its normal position 
is closed. When no keying pulse is present, the grid of 
V713 (pin 4) is biased positive and the tube is conducting 
heavily. The plate current flows through the sampling 
relay and it remains closed. When a keying pulse is 
present, it drives the grid further positive and has no 
effect on the relay. 

Immediately after the end of the keying pulse the grid 
is driven negative because of the discharge of capacitor 
C723. The sampling relay now opens, connecting the output 
of the discriminator to capacitor C710 through resistor 
R858 and the relay contacts. Capacitor C710 charges. 
When capacitor C723 in the grid circuit of V713 dis- 
charges sufficiently, the tube again conducts. This closes 
the sampling relay, which disconnects the output of the 
discriminator from C710. The relay remains closed until 
the end of the next keying pulse. The charge placed on 
C710 controls the ODN reactance tube for the remainder 
of the time until the next keying pulse. 

The discriminator output is fed to the TDN circuit 
when the sampling relay opens. The discriminator output 
coupled through contacts 2 and 3 of the ODN sampling 
relay and contacts 5 and 6 of the doppler nullifier relay 
appears across C709 and R785. This voltage sets the ref- 
erence bias on the TDN reactance tube. During the sam- 
pling period (when the sampling relay is open), contacts 
4 and 5 short capacitor C709 to ground and remove 
any previous charge. 
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The d-c voltage from the discriminator is positive 
when the audio frequency is above 800 cycles and nega- 
tive when the frequency is below 800 cycles. The TDN 
circuit operates after the first 250 yards of sound range, 
and any variation in the Doppler controls the reactance 
tube. The ODN is sampled after the transmitted pulse. 
The d-c reference voltage from C710 is affected only by 
leakage of this capacitor. The reference voltage on the 
ODN reactance tube is constant until the next sampling 
period. 

The RCG and time-varied gain (TVG) voltages are the 
same voltage but the two terms are used to indicate 
different rates of decay of the voltage. The purpose of 
the TVG refers to the normal gain recovery in the ab- 
sence of reverberation whereas RCG refers to the fact 
that the gain recovery is delayed in proportion to the 
amplitude of the reverberations. The purpose of the 
RCG bias is to lower the gain of the receiver immedi- 
ately after the transmitted pulse. During this time the 
amplitude of the reverberations is very high. As the 
reverberations decrease, the gain of the receiver is grad- 
ually restored to normal. 

Half of V713 is normally cut off by a negative voltage 
on its grid. The cathode is held at about —60 volts, ob- 
tained from a voltage divider across the -105 volt supply 
to ground. When the keying pulse is applied to the grid, 
the tube conducts and charges C715. This charge is nega- 
tive with respect to ground and comprises the RCG bias. 

If no reverberations are present, the charge on C715 
is quickly removed by conduction in the right half of 
V712, thus rapidly increasing the receiver gain. The left 
half of V712 rectifies the reverberations coupled through 
C767 from the audio output tube. The rectified portion 
of the reverberations appears across R755 and C714. This 
voltage acts as bias on the right half of V712. 

The bias from the reverberations prevents the right 
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Figure 15-5.—CAN-55070 range recorder. A, External view; 
B, internal mechanism. 
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half of V712 from conducting and from discharging 
C715; therefore, the only path for this capacitor to dis- 
charge is through the high resistance of R758. Thus, 
receiver gain recovers slowly during the time C715 is 
discharging through R758. After the reverberations have 
decreased sufficiently, the diode (pins 5 and 8) conducts 
and quickly removes the charge on C715. The gain of 
the receiver is now restored to normal. This circuit is 
similar to the RCG circuit in the QGB sonar. 


RANGE RECORDER 


The CAN-55070 range recorder is a device for record- 
ing graphically the echoes received by sonar equipment. 
The action of this particular recorder is similar to that of 
the range recorder in the QGB sonar equipment. A photo- 
graph of the CAN-55070 range recorder is shown in 
figure 15-5, A. 

The roll-feed mechanism, stylus assembly, magnetic 
clutch, and gear-change box are almost identical with 
those used in the QGB. When in operation, the recorder 
controls the keying of the transmitter. The tactical use 
of the recorder is not described here; only the me- 
chanical and electrical features are discussed. 

A photograph of the internal mechanism of the re- 
corder is shown in figure 15-5, B. A set of movable 
contacts controls the travel of the stylus. As the range 
to the target decreases, there is no need for the stylus 
to travel all the way across the paper. By moving the 
flyback contacts, the distance the stylus travels may be 
shortened. 

A wiring diagram of the recorder is shown in figure 
15-6. The contacts of relay 8004389 are normally closed 
and the d-c voltage from the power supply is applied 
across the magnetic clutch and series resistor 800201. In 
this condition the clutch is energized and the stylus is 
drawn across the paper. When the stylus carriage con- 


439 


tact on the bottom of the carriage reaches and closes 
the circuit at the flyback contact, d-c voltage from the 
power supply is applied to relay coil 8004389, resistor 
800111, and resistor 800110. These components are con- 
nected in series. Flyback capacitor 800682 is connected 
in parallel with the relay coil and resistor 800111. 

Current through relay coil 800439 causes its contacts 
to open, breaking the circuit to the magnetic clutch, and 
causing the stylus to return to its starting position. 
After the flyback contacts open (that is, when the stylus 
begins to move toward the starting position), the circuit 
to relay coil 800439 is opened. However, capacitor 800682 
discharges through the relay coil and keeps the relay 
contacts open. The relay will not close until the capacitor 
discharges a certain amount; the length of time that the 
relay remains open is sufficient to allow the stylus to re- 
turn to its starting point and remain there a short time. 

The keying rate of the transmitter depends on two 
things—the setting of the flyback contact and the dis- 
charge of capacitor 800682. As the flyback contact is 
moved to the left, the stylus travel is shortened and, 
therefore, the transmitter is keyed at a greater rate. 
When the capacitor discharges sufficiently, relay 800439 
closes, the magnetic clutch is energized, and the cycle 
repeats. The resistor-capacitor unit 800202 is connected 
in parallel with the relay contacts to reduce sparking 
at the contacts. 

Shortly after the stylus begins to move to the right, 
the stylus carriage contact closes the transmitting con- 
tacts and the transmitter sends out a pulse. The leads 
from the sonar receiver are brought to the primary of 
transformer 801077. The sensitivity control is used to ad- 
just the amplitude of the signal to the signal rectifier. 
This rectifier is the metallic-oxide type with its output 
connected to the stylus. 

The paper used in the range recorder is sensitive to 
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Figure 15-6.—Wiring diagram of the CAN-55070 range recorder. ee eee eer 


the passage of electric current, being similar to that used 
in the NMC-2 fathometer described previously. A mark is 
made on the paper when a pulse is transmitted and also 
when an echo is received. 

One of the most important adjustments to the range 
recorder is the-zero-zero adjustment. The accuracy of the 
firing information depends on this adjustment. Informa- 
tion for making the zero-zero adjustment is contained in 
the instruction book. 


OAX UNDERWATER-SOUND TESTING EQUIPMENT 

The OAX is a portable equipment which can be used 
for the following operations: Tuning a sonar transmitter 
and receiver; plotting the transmitter frequency-response 
curve; plotting the receiver frequency-response curve; 
plotting the directivity pattern of the transducer; check- 
ing the BDI; and checking the overall efficiency of the 
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sonar system. A photograph of the OAX is shown in 
figure 15-7. 

The OAX consists of two units—an amplifier and a 
hydrophone of the magnetostriction type. The cable which 
connects the hydrophone to the amplifier is long enough 
for the amplifier to be placed beside the sonar equipment 
while tests are being made. 

The hydrophone is dropped over the side of the ship 
and lowered to the same depth as the sonar transducer. 
The transducer is trained directly at the hydrophone. The 
sonar transmitter is tuned by adjusting it for maxi- 
mum meter reading on the OAX. In this operation the 
OAX is used as a receiver. Placing the selector switch 
on the OAX in the SEND position changes the OAX into 
a low-power transmitter. The sonar receiver is then tuned 
for maximum output. 

The OAX contains an accurate oscillator which con- 
trols the frequency, when the OAX is used in the SEND 
position. This oscillator is used as a BFO, when the se- 
lector switch is in the BEAT position. To measure the sonar 
transmitter frequency, the hand key on the sonar trans- 
mitter is depressed and the oscillator dial of the OAX is 
tuned for a zero beat. The frequency is read from the 
oscillator dial, which is calibrated from 17 ta 26 kc. 
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ATTACK PLOTTER MARK 1 


The attack plotter (figure 15-8) is an electronic equip- 
ment designed as an aid in conducting antisubmarine 
attacks. The attack plotter receives OSC, speed from the 
Dead Reckoning Analyzer (DRA), and target information 
from the sonar equipment. This information is used by 
the attack plotter to develop automatically on the screen 
of a cathode-ray tube a plot of the following informa- 
tion: (1) Own-ship course (OSC); (2) the path of each 
sound beam; (3) the position of the underwater target, 
when each sound contact is made, and the course of the 


Figure 15-8.—Attack Plotter Mark 1. 


target as successive target positions appear; and (4) the 
firing range and proper bearing for the forward thrower 
weapons in order to determine correct train and firing 
time. 
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Figure 15-9.—Sample plot on the attack plotter. 


A sample plot on the attack plotter is shown in figure 
15-9. OSC is depicted by a succession of bright spots. A 
spot is produced on the screen each time the sonar trans- 
mitter is keyed. The persistence of the. screen is long 
enough that the spot remains visible for about two min- 
utes. The path of each underwater sound beam is traced 
by a small spot which moves across the screen from the 
last own-ship position. The spot returns automatically to 
the new own-ship position each time the sonar transmitter 
is keyed. 

The small spot leaves a persistent mark on the screen 
each time an echo is received. A series of these marks 
shows the target course and speed. The own-ship position 
is derived from information produced in the DRA. 

The DRA receives OSC from the gyrocompass and 
speed from the pitometer log. It combines the two quan- 
tities and provides an output of N-S and E-W components. 
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This information is transmitted to the attack plotter by 
a step-by-step transmission system, which is similar in 
operation to synchro transmission except that d-c voltages 
are used. 

The transmitter in a step-by-step system is a commu- 
tator which makes and breaks connections to the step-by- 
step receiver. The receiver is a system of electromagnets 
and a soft-iron armature. The electromagnets are ar- 
ranged so that they turn the armature. The step motors 
in the attack plotter control the action of the electron 
beam in the cathode-ray tube. 


QDA TARGET-DEPTH DETERMINING EQUIPMENT 


The QDA target-depth determining equipment measures 
the sound range and the depression angle of a submerged 
submarine. This equipment is basically the same as other 
echo-ranging gear. The transducer is designed to have 
a broad pattern in the horizontal plane, but cannot be 
trained in azimuth. The pattern is broad enough to cover 
the area 60° on either side of the bow of the ship. The 
transducer has a narrow beam in the vertical plane and 
is pivoted about a point on the athwartship axis to permit 
the beam to be tilted. 

When the beam is directed at a target, the tilt of the 
transducer at the time maximum echo signal is received 
is the approximate depression angle of the target. To 
center the beam on the target accurately, the depression- 
deviation indicator (DDI) is used. The DDI operates like 
the bearing-deviation indicator (BDI) except that, instead 
of indicating errors in azimuth, it indicates errors in de- 
pression. 

If the sound range and the depression angle are known, 
the horizontal range and the depth can be computed by 
the principles of trigonometry. This computation is per- 
formed automatically in the model OKA sonar resolving 
equipment. The depth appears on a recorder similar to 
the range recorders discussed previously. 
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Figure 15-10.—QDA units. 
A, Console with cover removed; B, transmitter assembly. 
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A photograph of the console of the QDA is shown in 
figure 15-10, A. The console contains the depth recorder 
and the DDI. The transceiver (figure 15-10, B) operates 
on a frequency between 50 and 60 kc. The high operating 
frequency of the QDA limits the maximum range, but 
makes possible the use of a highly directional transducer. 
Other units of the QDA are the tilt amplifier which con- 
trols the tilt of the transducer, several power supplies, 
a voltage regulator assembly, a hoist-tilt mechanism, a 
transducer, and stabilizing equipment. 

Usually the QDA is not installed by itself. It is cus- 
tomarily used in conjunction with the OKA resolving 
equipment and the QHB scanning sonar. 


PURPOSE OF LISTENING EQUIPMENT 


Equipment designed only for shipboard listening pur- 
poses is usually installed aboard submarines. Most echo- 
ranging equipment has provisions for listening. A simple 
form of listening equipment is nothing more than a hydro- 
phone connected to an amplifier and headphones. 

Vessels traveling through the water make considerable 
sound, and these sounds can be detected with listening 
equipment. Different types of vessels make different 
sounds. The propeller noise of a destroyer is much dif- 
ferent from that of a slow transport. 

If the hydrophone is made directional, the operator can 
determine the bearing of the sound source by training 
the hydrophone for maximum output from headphones 
or a loudspeaker. A vessel underway makes not only 
sonic sounds but also ultrasonic sounds. 

When a hydrophone is used for ultrasonic listening, the 
directivity is greater than when the same hydrophone is 
used for sonic listening. The directivity pattern becomes 
sharper for ultrasonic listening because of the shorter 
wavelengths of ultrasonic sound. The result is more ac- 
curate target bearings. Sonic sounds may be detected at 
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greater ranges, since ultrasonic sounds suffer greater at- 
tenuation. However, unless a system of triangulation is 
used, no range information can be obtained from listening 
equipment. 

A surface vessel makes considerable noise due to the 
propeller and machinery on board. The amount of sound 
thus produced is much greater for a surface vessel than 
for a submarine. When a surface vessel is using listening 
equipment, this sound interferes with the detection of 
sound originating outside the vessel. This is particularly 
apparent when a surface vessel is trying to detect the 
relatively small amount of sound made by a submarine. 
The effect is that the sound made by a surface listening 
vessel tends to mask the sound made by other vessels. 

Listening is done chiefly from submarines, and the 
small amount of sound made by a submarine makes it 
possible to detect surface vessels rather easily. Since a 
submarine commander usually does not want to make 
the presence of his submarine known, he hesitates to use 
echo-ranging equipment because it can be detected by 
other listening equipment. 


HYDROPHONES 


The hydrophone used in listening equipment may be 
either of the magnetostriction or crystal type. Most echo- 
ranging equipment has provisions whereby the operator 
can disable the transmitter and use the equipment for 
listening. The transducer of the echo-ranging equipment 
is then considered as a hydrophone. 

Several different projectors for echo-ranging equip- 
ment have been illustrated in previous chapters. How- 
ever, the frequency range covered by these transducers 
is limited. In the QGB sonar described in chapter 14 the 
tuning range is between 17 and 26 kc. Another point to 
remember is that these transducers are relatively fre- 
quency sensitive and not satisfactory for sonic listening. 
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449 


The hydrophone in JT listening equipment can be used 
for sonic as well as ultrasonic listening. A photograph of 
this hydrophone is shown in figure 15-11. This is a mag- 
netostriction type hydrophone and consists of ten toroid- 
ally wound coils connected in series and mounted in line 
on a brass support tube. A heavy outer jacket of neoprene 
covers the coils and the entire hydrophone assembly except 
the support tube. 

Each coil is wound on a nickel tube and magnet assem- 
bly. The magnet is used for polarization. The design of 
the windings is such that the hydrophone is directional. 
A cross-sectional view of the hydrophone is shown in fig- 
ure 15-12. It is approximately 65 inches in width. This 
is considerably greater than the width of transducers 
used in echo-ranging equipment. 
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Figure 15-13.—JP listening equipment. 
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JT LISTENING EQUIPMENT 


The JT is a listening equipment installed aboard sub- 
marines. With this equipment it is possible to detect sur- 
face vessels and other submarines and to obtain bearings 
on these vessels. The JT includes the JP amplifier, an 
ultrasonic converter, a master control unit, and other 
associated units. Its hydrophone (figure 15-11) is direc- 
tional in the horizontal plane and may be trained by hand 
or by a power drive. 

A photograph of the JP amplifier (lower illustration) 
and ultrasonic converter (upper) is shown in figure 15-13. 
The hydrophone is mounted topside. Since this is strictly 
listening equipment, only bearings can be obtained. 

The master control unit and the sonar talkback system 
are shown in figure 15-14. The master control unit is a 
listening equipment in itself. A relay is used to connect 
the output of the hydrophone to either the ultrasonic 
converter or to the master control unit. The master con- 
trol unit operates on a principle similar to the BDI and, 
like the BDI, gives a right-left indication. However, in- 
stead of having a cathode-ray tube, the right-left indica- 
tion is obtained from a meter. When all the above units 
are installed, the equipment is called a JT. 


Ultrasonic Converter and JP Amplifier 


For ultrasonic listening the converter and the JP am- 
plifier are used together. The ultrasonic converter and 
the JP amplifier are straightforward in design. A de- 
tailed discussion is not included in this chapter. 

A block diagram of the ultrasonic converter is shown 
in figure 15-15. The converter is similar to the front end 
of a superheterodyne receiver. The input is ultrasonic 
sound from the hydrophone. This signal is heterodyned to 
a lower frequency in the first mixer. The output of the 
first mixer is fed through a band-pass filter to the second 
mixer. The second mixer is similar to a BFO arrange- 
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Figure 15-15.— Block diagram of the ultrasonic converter. 


ment. The output from the second mixer is an audio 
signal. The only tuning control is the capacitor which 
varies the frequency of the first oscillator. The output of 
the converter is fed to the JP amplifier. 

A block diagram of the JP amplifier is shown in figure 
15-16. This is an audio amplifier. For sonic listening the 
converter is bypassed and the hydrophone is connected 
directly to the input of the JP amplifier. The audio out- 
put is fed to the sonar talkback unit and then to the 
operator’s headphones. An unusual feature of the JP is 
that it is operated from a 115-volt d-c source. If the a-c 
system should fail, this equipment will continue to oper- 
ate from the submarine’s batteries. However, when this 
happens the hydrophone has to be turned by hand, since 
the training system operates from alternating current 
only. 

Two indications enable the operator to determine when 
the hydrophone is trained exactly on the target. One indi- 
cation is maximum output from the headphones. The 
other indication is maximum closure of the tuning eye. 
The tuning eye provides an indication only when the JP 
amplifier is in operation. 


Master Control Unit 


A block diagram of the master control unit is shown 
in figure 15-17. The master control unit is strictly a sonic 
unit. The hydrophone is split into two sections like the 
transducer used for BDI operation. Two transformers 
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Figure 15-18.—Simplified schematic diagram of the first phase detector circuit. 


are used to obtain the sum and the difference of the sig- 
nals from the two halves of the hydrophone. 


The sum and difference signals pass through separate 
amplifiers and are shifted in phase by phase shifters. The 
phase of the sum signals is advanced 45° and the phase 
of the difference signals is advanced 135°. Regardless of 
the angle of the hydrophone with respect to the sound 
source, the sum signals and the difference signals are 90° 
out of phase in the preamplifier circuits, provided the 
hydrophone is not on target. 

The result of the phase shifting is that the sum and 
difference signals are either in phase or 180° out of 
phase at the output of the phase shifters. If the hydro- 
phone is trained to the right of the target, the sum and 
difference signals are in phase. If the hydrophone is 
trained to the left of the target, the sum and difference 
signals are 180° out of phase. If the hydrophone is trained 
directly on the target, the difference signal is zero. 

A simplified schematic diagram of the first phase- 
detector circuit is shown in figure 15-18. This circuit is 
similar to a Wheatstone bridge. The sum signal after it 
has been shifted in phase is applied to the grid of the first 
section of V205. The two twin triodes, V205 and V207, 
are connected so that the output of V207 is a push-pull 
sum signal. This push-pull signal is applied to the plate 
of the first section of V208 and to the cathode of the 
second section of V208. When the plate of the first section 
is positive, the cathode of the second section is negative. 
Then both diodes conduct equally and no current flows 
through resistor R252. In this condition the bridge is 
balanced. 


When the bridge is balanced, the hydrophone is trained 
exactly on target. On the negative half cycle of the sum 
signal, the plate of the first section of V208 is negative 
and the cathode of the second section is positive. Then no 
current flows through either section of V208. 
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Figure 15-19.—Simplified schematic diagram of the second phase 
detector circuit. 


When the hydrophone is not on target, a difference 
signal appears at the output of V206. The difference sig- 
nal unbalances the bridge. The direction in which current 
flows through resistor R252 depends on whether the 
hydrophone is trained to the left or to the right of the 
target. 

The voltage developed across resistor R252 is connected 
to the grid of V303 (figure 15-17) through an interrupter 
CV-301. The interrupter breaks the input to the grid 
60 times per second. Therefore, the output of V303 is 
either negative pulses or positive pulses with a frequency 
of 60 cycles. The output of V303 is coupled to a dual 
triode V304 in the second phase detector circuit shown 
in figure 15-19. The output of V303 is fed to a bridge 
circuit. This circuit is similar to the first phase-detector 
circuit. 
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The cathode of the first section of, V304 and the plate 
of the second section of V304 are connected to a 24-volt 
a-c transformer. When the cathode of the first section 
is negative and the plate of the second section is positive, 
the two diodes conduct, the bridge is balanced, and no 
current flows through the meter. Whenever there is an 
output from the first phase detector circuit, pulses ap- 
pear at the output of V303 and the bridge is unbalanced. 
The direction of the current through the meter depends 
on the polarity of the pulses applied to the bridge. 

The RLI meter is of the center-zero type, with the 
center of the scale being the on-target position. When 
the hydrophone is trained to the right, of the target, the 
meter deflects to the left, indicating that the hydrophone 
should be trained left to bring it on the target. If the 
hydrophone is trained to the left of the target, the meter 
deflects to the right, indicating that the hydrophone must 
be trained right to bring it on the target. 

An audio output from the master control unit may be 
connected to headphones. Either the output of the sum 
channel or the output of the difference channel may be 
selected. Also, a portion of either the sum or difference 
channel signal is used to actuate the volume-indicator 
meter. The function of the volume indicator is similar 
to that of the tuning eye used in the JP except that more 
accurate indications are possible with the meter. 

The sonar talkback system is an intercommunication 
system used for communication between the operator and 
the conning tower. Audio signals from the listening equip- 
ment can be connected to this system so that personnel 
in the conning tower can hear them. 


SOFAR 


The word ‘‘sofar” is a combination of the first letters 
of the words “SOund Fixing And Ranging.” Sofar is a 
means of receiving an underwater sound signal and locat- 
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ing its source. A sofar network has been established as 
part of an air-sea rescue system. It utilizes the long- 
distance transmission of sound through sea water to fix 
the position of aircraft forced to make emergency land- 
ings at sea. 

A natural sound channel exists in many parts of the 
ocean. An ideal channel extends from a depth near the 
surface to approximately 12,000 feet. It has an acoustical 
center generally between 1500 and 4000 feet below the 
surface. If a small bomb is exploded near this center, the 
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Figure 15-20.—Signal (Underwater Sound) Mk 22 Mod 0. 
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sound is trapped in the channel and can be received at 
ranges up to 3000 miles. 

One of the bombs used in sofar is shown in figure 15-20. 
It is designated as a Signal (Underwater Sound) Mk 22 
Mod 0. It contains 4 pounds of TNT and has a hydrostatic 
fuse which may be set to explode the signal at any one 
of six depths between 1500 and 4000 feet. 

The sofar network consists of several widely separated 
shore-based listening stations. Each station has a listen- 
ing equipment which is connected to a hydrophone. This 
hydrophone is located in the ocean near the center of the 
sound channel. 

Since the sound from the bomb radiates in all direc- 
tions at a nearly uniform rate, it is possible to compute 
the location of the sound source by’ comparing the times 
when the signal is received at the various listening sta- 
tions. After the signal is received at all the stations, the 
position of the source may be determined in a matter of 
minutes. 

The output of the listening equipment is recorded on 
paper tape by means of a power-level recorder. This rec- 
ord shows the arrival time of the sound from the bomb 
at the station and also the amplitude of the sound. A 
photograph of an actual tape is shown in figure 15-21. 
The sound gradually builds up to a peak. The time at 
which the peak occurs is the time used in the calculations 
to obtain a fix. 

The time is automatically recorded on the tape by a 
series of marks at the top of the tape. The interval be- 
tween marks is one second. The time information origi- 
nates from a chronometer at the station. The chronometer 
is corrected by using time ticks from a primary standard. 
The sound signals may be shown on an oscilloscope and 
with proper equipment may be recorded photographically. 

A simple example of the principle used in obtaining 
sofar fixes is shown in figure 15-22. The three listening 
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Figure 15-21.—Sofar signal on a level-recorder tape. 


Figure 15-22.—Principle used in obtaining a sofar fix. 


stations are located at points A, B, and C. A bomb is 
exploded and the stations receive the sound at the times 
indicated. Notice that the sound arrived at station A at 
11:00:00. It arrived at station B 2™ 30° later. It arrived 
at station C 5" 00° later than at station A. Since these 
time differences and the velocity of sound in sea water 
are known, the added distances the sound traveled to get 
to stations B and C can be computed. The added distances 
b and c are found by multiplying the velocity of sound in 
sea water by the time differences. 

Two circles are then constructed with points B and C, 
respectively, as centers. The radius of each circle is the 
added distance the sound travels to the point used as cen- 
ter. Finally, a circle is constructed so that it is tangent 
to circles B and C and passes through point A. The center 
of this circle is point P where the bomb was exploded. 

The time of arrival of the sound must be recorded 
accurately to one-tenth of a second, if the fix is to be accu- 
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rate. The differences in arrival times in the example just 
considered were only a few minutes. Time differences up 
to one hour are possible. It has been assumed in this 
explanation that the earth is a plane surface. 
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14. 


15. 


16. 


QUIZ 


Why is searchlight sonar unsatisfactory for locating under- 
water targets? 


What are the two indications provided by scanning sonar? 
Describe the transducer used with scanning sonar. 
Why are the Doppler nullifier circuits necessary in the QHB-a? 


In the QHB-a how is the frequency of the BFO corrected to 
remove the effect of Doppler? 


What is the purpose of reverberation controlled gain (RCG) 
bias? 


What is the purpose of a range recorder? 


Upon what two things does the keying rate of the transmitter 
depend when used with the type CAN-55070 range recorder? 


What is the effect on the stylus travel when the fly-back con- 
tact is moved to the right? 


What type of hydrophone is used with the OAX? 
What is the frequency range of the oscillator in the OAX? 
How is OSC shown on a Mark 1 attack plotter? 


What information is obtained from the QDA target depth 
determining equipment? 


How does the function of the DDI differ from that of the 
BDI? 


Why are more accurate target bearings obtained during ultra- 
sonic listening? 


Why is listening done chiefly on submarines? 
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17. 


18. 


19. 


20. 


21. 
22. 


23. 
24. 
25. 


Why is the transducer in ultrasonic echo-ranging equipment 
unsatisfactory for detecting sonic sounds? 


What type of indication is provided by the master control 
unit of the JT? 


When the hydrophone is trained to the left of a target what 
is the phase relation between the sum and difference signals 
at the output of the phase shifters in the JT? 


What is the purpose of the sonar talkback system in the JT? 
What is sofar? 


In what way is sofar used to aid aircraft forced to make 
emergency landings at sea? 


What comprises a sofar network? 
Where is the hydrophone of a sofar station located? 


What is recorded by the power-level recorder? 


464 


16 


RADIAC INSTRUMENTATION 
RADIATION 


Radium, uranium, and the byproducts of atomic piles 
and atomic bomb explosions have the property of emit- 
ting certain types of invisible rays. The rays from radio- 
active substances can penetrate the human body, and 
sufficient exposure to these rays can result in injury or 
death. To protect personnel, equipment has been designed 
to detect the presence of these rays and to measure their 
intensity. The rays are of three types: alpha (a) rays, 
beta (8) rays, and gamma (y) rays. 

Alpha rays are streams of helium nuclei. Their power 
of penetration is small and they may be stopped by a 
thin sheet of some substance such as glass, mica, or cloth- 
ing. The alpha rays have strong ionizing powers. 

Beta rays are streams of high-speed electrons. Their 
penetrating power is approximately 100 times that of 
alpha rays. Beta rays may be stopped by a thin sheet of 
metal, and their ionizing power is less than that of alpha 
rays. 

Gamma rays are very penetrating. They are electro- 
magnetic waves similar to X rays. The penetrating power 
of gamma rays is 10,000 times as great as that of alpha 
rays. Thick walls of concrete or steel are needed to stop 
them. However, their ionizing power is much less than 
that of alpha rays. 
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The ionization produced by these rays while traveling 
through gases is perhaps the most convenient means of 
detecting them. The amount of ionization which takes 
place depends on the intensity of the rays. 

The intensity of radiation produced by radioactive 
substances is measured in terms of a unit called the 
ROENTGEN. One roentgen is defined as the amount of ra- 
diation which produces 2.85 x 10° ions in one cubic centi- 
meter of air. A person can be exposed to 0.1 roentgen 
in a 24-hour period without ill effect. Radiac instruments 
are generally calibrated in milliroentgens since a roentgen 
is a large unit. 


RADIAC EQUIPMENT 


The word “radiac”’ is derived from the first letters of 
the words “RAdioactivity Detection, Indication, And 
Computation.” It is used to detect and measure the in- 
tensity of radioactivity. After an atomic explosion radiac 
equipment is used in surveying the area to determine safe 
and unsafe locations for personnel. Another important 
use is to monitor water supplies, food, clothing, vehicles, 
or personnel for possible contamination with radioactive 
materials. Radiac equipment is used by people who work 
with radioactive materials to determine the amount of 
radiation received by each individual. 


ELECTROSCOPE 


A simple device for determining the presence of radia- 
tion is the ELECTROSCOPE (figure 16-1). In its usual form 
the electroscope consists of two pieces of gold leaf sus- 
pended side by side from the lower end of an insulated 
rod (figure 16-1,A). This type is known as the gold-leaf 
electroscope. The upper end of the rod terminates in a 
ball. The gold leaves are enclosed in a case made wholly 
or partly of glass, which protects the leaves from air cur- 
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Figure 16—1.— Operation of a gold-leaf electroscope. 


rents and still permits observation of the movements of 
the gold leaves. The top of the container shown in figure 
16-1 is electrically conductive. 

The electroscope is charged like a capacitor. When a 
source of d-c potential is connected between the center 
rod and the top, the electroscope assumes a charge. The 
two pieces of gold leaf, having like charges, repel one 
another and diverge as shown in figure. 16—1,B. 

When the rays emitted from radioactive substances 
enter the chamber, some of the gas is ionized and a por- 
tion of the charge on the gold leaves is neutralized. The 
greater the ionization, the lower the charge on the leaves. 
Hence, the smaller force of repulsion makes the diver- 
gence of the leaves correspondingly less (figure 16—1,C). 


RADIAC SET AN;/PDR-3A 
Radiac set AN/PDR-3A consists of two units—a ra- 
diacmeter IM-9/PD and a radiac-detector charger PP- 
311A/PD. The radiacmeter is used to detect and measure 
gamma radiation. A photograph of the AN/PDR-38A 
appears in figure 16-2. 
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Radiacmeter IM-9/PD, commonly known as a DOSIM- 
ETER, is about the size of a fountain pen. It clips to the 
clothing of the wearer. This instrument indicates the 
total amount of gamma radiation to which it has been 
exposed since last charged. 

The walls of the radiacmeter chamber are thick enough 
that alpha and beta radiation have no effect on the read- 
ing. The radiacmeter operates on the same principle as 
the gold-leaf electroscope. The charging potential is ob- 
tained from batteries contained in the detector charger. 


Figure 16-2.—Radiac set AN/PDR-3A. 


A cross-sectional view of the radiacmeter is shown in 
figure 16-3. In place of the gold leaf used in the electro- 
scope, a metalized quartz fiber and a heavy wire support 
are substituted. The quartz fiber is capable of movement. 
Before it is used, the radiacmeter is charged by removing 
the dust cap and inserting the radiacmeter into the charg- 
ing socket on the detector charger. 

A small lamp in the detector charger shines through 
the radiacmeter so that the shadow of the quartz fiber 
falls on a scale in the radiacmeter. A potentiometer in 
series with the charging batteries is used to vary the 
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Figure 16—3.—Cross-sectional view of the radiacmeter IM-9,'PD. 
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charge on the radiacmeter. The potentiometer is adjusted 
until the shadow of the quartz fiber falls on the zero mark 
of the scale. The support wire does not move because it is 
made of stiff wire. 

An optical system in the radiacmeter magnifies the 
image of the scale so that it may be read easily. The scale 
is marked from 0 to 200 milliroentgens. The wearer can 
view the.scale by removing the dust cap, holding the ra- 
diacmeter to the light, and looking through the eyepiece. 
The reading indicates the total amount of gamma radia- 
tion to which the radiacmeter has been exposed, but does 
not indicate the rate of exposure. 


RADIACMETER IM-5/PD 


Radiacmeter IM-5/PD is a lightweight portable instru- 
ment designed to measure the rate of beta and gamma 
radiation. A photograph of it is shown in figure 16-4. 
This instrument measures from 0 to 5000 milliroentgens 
per hour. The IM-5/PD measures either the gamma radia- 
tion or the sum of the gamma and beta radiation. 

The cylinder attached to the radiacmeter is the ioniza- 
tion chamber. On the end of this cylinder is a permanently 
attached nylon window. The nylon excludes alpha radia- 
tion, but does not stop the beta and gamma radiation. 
There is a rotary aluminum shield which may be placed 
across the entrance of the chamber to prevent beta radia- 
tion from entering the chamber. In this case the meter 
indicates only the gamma radiation. 

The ionization chamber consists of a cylinder and an 
electrode placed along the axis of the cylinder. A voltage, 
obtained from dry batteries contained in the instrument, 
is maintained between the walls of the chamber and the 
center electrode. When beta or gamma rays enter the 
chamber, some of the gas molecules wili be ionized. The 
positive ions will be attracted to the center electrode and 
the electrons will be attracted to the walls of the cylinder. 
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Figure 16-4,—IM-5 PD radiacmeter, 


This constitutes a small current flow which upsets the 
balance of a bridge circuit. The ionization chamber cur- 
rent is proportional to the radiation dosage rate which 
is the radiation intensity per unit time. 

A simplified schematic diagram of the IM-5/PD radiac- 
meter is shown in figure 16-5. The vacuum tube in the 
bridge circuit is specially designed for use in instruments 
of this type. The bridge is balanced when no radiation 
is present. Balancing is accomplished by turning poten- 
tiometer R108 to its midrange position and adjusting 
potentiometer R104 until the meter indicates zero. R108 
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is a screwdriver adjustment. The different ranges of the 
instrument are obtained by switching in different values 
of grid resistors. 

Radiation entering the chamber causes a small ioniza- 
tion current to flow through the grid resistor. This lowers 
the bias and current through the tube increases, thus 
unbalancing the bridge. Current flows through the meter 
which indicates the rate of radiation. The meter reading 
is compared with a calibration chart attached to the 
side of the radiacmeter. The rate of ionization is found 
in milliroentgens per hour. 
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Figure 16—5.—Simplified schematic diagram of the IM-5 /PD radiacmerer. 


The IM-5/PD is useful for measuring high intensity 
radiation. The end of the chamber must be pointed to- 
ward the source of the beta radiation for accurate read- 
ings, because the beta rays will not penetrate the walls 
of the chamber. The ionization chamber has little direc- 
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tional effect for gamma radiation, since gamma rays pene- 
trate the walls of the chamber. 


GEIGER-MULLER TUBE 


The Geiger-Muller (G-M) tube is widely used for de- 
tecting alpha, beta, and gamma rays. One of the advan- 
tages of the G-M tube is the large amount of amplification 
which takes place in the ionization chamber itself. A 
typical G-M tube is shown in figure 16-6. The tube con- 
sists of a glass envelope, a cylindrical metal cathode, and 
an anode in the form of a piece of wire. 

The tube is filled with a special mixture of gases. The 
anode is connected to a rather high positive potential 
(usually 800-1500 volts). The anode voltage is maintained 
slightly lower than that needed for continuous discharge 
of the tube. Therefore, in this condition, no steady cur- 
rent flows from the cathode to the anode. 

When the tube is exposed to radiation, some of the gas 
molecules are ionized. The electrons ejected from the 
ionized molecules collide with other molecules causing 
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Figure 16-6.—Typical Geiger-Muller tube. 


further ionization. In a short time practically all the gas 
is ionized. This process is called avalanche ionization. If 
measures are not taken to quench the process, a single 
ionization causes a continuous discharge of the tube, ren- 
dering it insensitive to further changes in radiation. The 
gas amplification of a G-M tube may be as high as 10° 
so that the pulses obtained require little amplification. 
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The G-M tubes used in Navy radiac equipment are the 
self-quenching type. A small amount of organic gas or 
vapor is introduced into the mixture of gases in the tube. 
This gas or vapor quickly stops or quenches the current 
resulting from ionization, so that each ionizing event 
causes only a short pulse of current. As soon as the tube 
stops conducting, it is ready for the next ionizing event. 
Since there are many ionizing events, the result is a series 
of voltage pulses appearing across the G-M tube load 
resistor. 

The amplitude of the pulses from the tube might appear 
to depend on the energy and velocity of the radiation 
particles, but this is not necessarily true because of the 
large gas amplification in the tube. The pulses may be 
random as far as time is concerned, but each individual 
pulse has approximately the same amplitude irrespective 
of the intensity of the radiation. If the interval between 
arrival of particles is more than 10-4 seconds, the par- 
ticles can be counted in a properly quenched tube. This 
means that the number of pulses per unit of time, within 
limits, is a measure of the intensity of the radiation. 


RADIAC SET AN/PDR-27 


Radiac set AN/PDR-27 is a portable battery-operated 
radiation detector and indicator. It may be used to de- 
tect and measure beta and gamma radiation together or 
gamma radiation alone. The main unit of this set is the 
IM-57/PDR-27 radiacmeter shown in figure 16-7. The 
radiacmeter uses two G-M tubes, one for measuring high 
intensity radiation, the other for measuring low intensity 
radiation. 

One of the G-M tubes is housed inside the radiacmeter 
and is used to measure gamma radiation alone, since the 
case of the radiacmeter exeludes beta radiation. The other 
G-M tube is contained in a probe and is connected to the 
radiacmeter through a cable. This tube can be used to 
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Figure 16-8.—Simplified schematic diagram of the IM-57.PDR-27 
radiacmeter. 


detect gamma radiation alone or both beta and gamma 
radiation, when the beta shield is removed. The probe also 
may be used in detecting beta radiation and low-intensity 
gamma radiation. 

A simplified schematic diagram of the IM—-57/PDR-27 
radiacmeter is shown in figure 16-8. The output of the 
G-M tubes is a series of negative pulses which are coupled 
through a capacitor to the grid of V201. Tubes V201 and 
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V202 and their associated components form a one-shot 
multivibrator. Tube V201 is normally conducting. When 
a negative pulse is placed on the grid of V201, this tube 
cuts off and tube V202 conducts. The indicating meter 
in series with the plate of V202 indicates its average 
plate current. 

The length of time that V202 conducts is governed 
by the time constant of capacitor C202 and the resistor 
selected by S101B. After C202 discharges sufficiently, 
V201 conducts and continues to do so until cut off by 
another negative pulse from the G-M tube. The rate of 
the pulses from the G-M tube and the frequency at which 
the multivibrator cycles depends on the number of ioniza- 
tion events in the G-M tube. These, in turn, depend on 
the intensity of the radiation. 

Capacitor C103 shunts the meter, smooths out the cur- 
rent pulses of V202, and tends to keep the meter reading 
steady. Headphones may be connected to jack J101 so 
that the operator can hear the pulses from the G-M tube. 
The frequency of the pulses provide a rough indication 
of the radiation intensity. However, the indicating meter 
should be used for accurate readings. 


QUIZ 


1. What types of rays are emitted by radioactive substances? 


2. What is the most penetrating type of ray emitted from radio- 
active substances? 


3. What is a convenient means of detecting the rays emitted from 
radioactive substances? 


4. What is the purpose of radiac equipment? 


. What type of radiation affects the radiacmeter IM-9/PD? 


ial 


6. What happens when radiation enters the ionization chamber 
of the IM—9/PD radiacmeter? 
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10. 


11. 


For what purpose is the G-M tube generally used? 
What is the purpose of quenching a G-M tube? 
How is a G-M tube made self-quenching? 


What is the purpose of the two G-M tubes in the AN/PDR-27 
radiac set? 


What is the output of the G-M tubes in the IM-57/PDR-27 
radiacmeter? 
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APPENDIX | 


ANSWERS TO QUIZZES 
CHAPTER 1 
RESPONSIBILITIES OF THE ET 2 


Operations, Navigation, Gunnery, Engineer, Supply, and Med- 
ical. 


2. The electronics material officer. 


10. 


11. 
12. 


13. 


14. 


Parts that find application in only one type of equipment. 
By referring to the latest Ship Electronic Installation Record 
submitted by that ship. 

By a standard Navy stock number. 

They are stowed in drawers and bins. The name and standard 
Navy stock number of the items stowed in a particular bin 
or drawer is indicated on that bin or drawer so that parts 
can be located easily. 

To have replacements for parts that fail. 

To obtain the exact materials and the correct quantity required. 
The card is transferred with the equipment. 


Without a record of field changes it would be difficult to 
determine what field changes had been made and consequently 


maintenance, trouble shooting, and ordering maintenance parts 
would be difficult. 


In CEMB, RMB, or the Sonar Bulletin. 


The Repair Record Card, the Alteration Record Card, and the 
Record of Field Changes. 


The change can be reported by filling in the top part of an 
Electronics Failure Report and writing the number of the 
field change under the space for remarks. 


He should examine the tubes for breakage, rough handling, 
and defective packing. Electrical tests should be conducted if 
possible. 
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18. 


19. 


et 


10. 


11. 


12. 


The Electronics Maintenance Bock. 
To the nearest district publications and printing office. 


The U. S. Navy Regulations and the Registered Publications 
Manual. 


The Security Classification of Electronics Equipment (JANAP 
140(A)). 

The official Bureau of Ships’ allowance of electronic equipment 
for all types and classes of naval vessels. 


CHAPTER 2 
TEST EQUIPMENT—MEASUREMENT 


. The full-scale deflection current and the voltage range desired. 


In ohms per volt. 

By connecting shunts in parallel with the moving coil. 

Because it loads the circuit and intrcduces objectionable error. 
(1) Voltages at high frequencies can be measured, and (2) 
the current drawn from the circuit under test is usually 
negligible. 

(1) The emission tester, and (2) the dynamic mutual conduct- 
ance tester. 


_AT, 
Ym AE, 
The B-supply voltage of the tester. 
It serves as a fuse to protect the instrument from excessive 
overload. 
They complete a circuit that applies the a-c voltage across 
a resistor of the neon SHORTS lamp through a coupling capac- 
itor and shunt resistor. 
Reversed grid current reduces the bias and increases plate 
current. 


Because the currents in the two halves of R are equal and 
opposite on alternate half cycles and the inertia of the moving 
parts of the meter prevents the meter following the power 


line frequency. 
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13. 


12. 


13. 


Because on one alternation P2 is positive when the a-c signal 
voltage is positive and plate current increases through the 
upper half of R and on the next alternation P1 is positive 
when the signal voltage is negative and plate current through 
the lower half of R decreases. The unbalance is sustained on 
successive alternations and the meter indicates the amount. 


CHAPTER 3 
TEST EQUIPMENT—ANALYSIS 


To provide a visual means of examining waveforms encoun- 
tered in electric circuits. 


Filament, cathode, control grid, first anode, and second anode. 


By two pairs of deflection plates. The test signal may be 
applied across one pair at the same time a saw-tooth or 
sweep-frequency voltage is applied across the other pair. 


The distance that the electron beam is moved across the screen 
by a change of 1 volt across the deflection plates. 


To remove secondary electrons emitted from the fluorescent 
screen. 


The output frequency is not stable and its range is limited 
by the time required to deionize the gas. 


The beat-frequency type and the resistance-capacity type. 


The lamp acts as an automatic amplitude limiter to keep the 
amplitude of the oscillations constant. 


The extreme accuracy of calibration and stability that is 
present in a frequency meter is usually not found in a signal 
generator. 


The crystal oscillator is much more accurate than the hetero- 
dyne oscillator and is used to calibrate the heterodyne oscillator. 


To ensure that the comparison crystal in the frequency meter 
is still reliable. 


A portable radio receiver with output meter to indicate 
strength of received signal. 


(1) Locating sources of signals that violate radio silence, 
(2) locating sources of signals that interfere with radio re- 
ceiving equipment, (3) checking the effectiveness of measures 
for eliminating interference, and (4) adjusting directional an- 
tenna arrays. 
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14. 


10. 


2.5 to 100,000 microvolts without the attenuator, and 10,000 
to 100,000 microvolts with the attenuator. 


CHAPTER 4 


LOW- AND MEDIUM-FREQUENCY 
RADIO TRANSMITTERS 


A way of sending messages with a radio transmitter that 
interrupts the carrier with a key to send dots and dashes. 


Continuous wave transmission in which the carrier is modu- 
lated with an audio signal of about 800 cycles. 


A system of sending messages with a radio transmitter which 
replaces the operator for changing plain language into code 
and cede into plain language. The operator presses keys on 
a keyboard similar to a typewriter and the received signal 
at the other end of the transmission is typed out on paper. 


A period of emission from the transmitter represents a mark 
and a period of no emission represents a space. 


Shifting the frequency of the transmitter 425 cycles above 
and below the center frequency to correspond to marks and 
spaces. 


The carrier is amplitude modulated with two audio tones, 
usually a 500-cycle tone for a space and 700-cycle tone for 
a mark. 


By placing the frequency determining components of the os- 
cillator in a temperature controlled oven, loading the oscillator 
lightly, isolating the oscillator by use of a buffer stage, and 
shock mounting the oscillator unit. 


The electron-coupled oscillator tends to be more stable than 
other types of oscillators. 


This method of operation reduces interaction between the 
plate and grid circuits and improves oscillator stability. 


The motor-generator would become energized as scon as 8331 
were closed. If the stop button, S40A, were depressed and 
held in that position the motor would stop, but would start 
again as soon as the stop button were released. 
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11. 


12. 


13. 


14. 


15. 
16. 
17. 
18. 


19. 


20. 


21. 


22. 


No. It is necessary to pull the main bulkhead switch and 
preferably to pull the main fuses before servicing the TBL 
transmitter. 


The system provides protection against damage caused by 
bias-supply failure. If the high-voltage generator were self- 
excited and the bias supply became inoperative the amplifier 
tubes would be damaged or destroyed because they would 
conduct heavily as a result of the bias loss. With the system 
used in the TBL the loss of bias also results in loss of high 
voltage. 


13,476 
paste 3 ; 
2 1123 ke 


(a) The grid current of the final amplifier drops. (b) Opening 
the switch removes the short around R2t and introduces 
additional grid resistance in the final amplifier. This action 
increases grid bias and lowers grid current. 


No m-c-w operation could be obtained. 
Frequencies between 9050 kc and 18,100 kc. 
The second intermediate power amplifier. 


The TBL uses a keying relay to open and close the circuit 
between filament transformer center tap and ground and thus 
control cathode currents in the oscillator and first and second 
amplifiers. The TBM varies the screen voltage of the oscillator 
tube to turn the transmitter off and on. 


The compressor-limiter of the modulator unit. If the audio 
level increases above a certain predetermined level, additional 
bias is developed and applied to the speech amplifiers to keep 
the audio level constant. 


A counterpoise is constructed above ground and a ground 
radial is buried beneath the surface. 


The sandy soil has a very high resistance. Because the earth 
functions as a part of the antenna, much of the energy would 


be dissipated by J?R losses in the earth instead of being 
radiated. 


Normally the center frequency is not transmitted. The keyer 
allows a frequency of either 425 cycles above the carrier or 425 
cycles below the carrier to be transmitted. 
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23. 


S3 is a multiplication factor switch that reduces the amount 
of frequency shift of the 200-ke oscillator by reducing the 
positive bias on the reactance tube. This action is necessary 
in case the output frequency of the FSB keyer is to be 
multiplied. 


CHAPTER 5 
V-H-F AND U-H-F TRANSMITTERS 


(a) No. (b) At times ultra-high frequencies are refracted 
and can be received at great distances. 


2. 300 Mc to 3000 Me. 


a 


10. 


11. 


12. 


13. 


14, 


15. 


ean en 


The phenomenon by which horizontal layers in the atmosphere 
act like ducts or waveguides in which the u-h-f waves may 
travel far beyond the horizon. 


7.4 Me. 

225 Mc to 400 Mc. 

Voice modulation or m-c-w. 
10. 


Frequencies can be selected easily and rapidly by inexperi- 
enced personnel using a telephone-type dial. 


A modified electron coupled Colpitts circuit with the crystal 
replacing the grid tank inductance. 


Oppositely. Plate voltage increase causes oscillator frequency 
to decrease and screen voltage increase causes oscillator fre- 
quency to increase. 


The grounded grid effectively shields the plate from the 
cathode, reducing the grid-to-plate capacity. 

(a) The carbon button type of microphone. (b) Because of 
the 12-volt d-c polarizing voltage in the input circuit. 

To provide a sample of the modulator output which allows 
monitoring of the audio signal. 


(a) Yes. (b) Because the modulators operate class-B and 
require that the driving tube be able to supply power. 


(1) It matches the side-tone secondary of the modulation 
transformer to the transmission line and (2) it allows the 
attenuation of the signal without upsetting the impedance 
match. 
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16. 


17. 
18. 
19. 


An automatic gain control circuit is incorporated in the audio 
amplifier of the modulator to reduce the gain of the system 
when the input exceeds a certain preset value. 


95 percent. 
V107 and V108. 


Taps are provided on the transformers to raise the voltages 
applied to the rectifiers as their resistance increases with 
age. 


CHAPTER 6 


LOW FREQUENCY COMMUNICATION RECEIVERS 


10. 


L-f band. 


In the superheterodyne the incoming signal is heterodyned 
to produce an intermediate frequency which is lower than the 
incoming frequency. 


To allow a leakage path for static charges that accumulate on 
the antenna. 


To protect the input circuit against excessive voltage. 


By variation of the amount of fixed bias on the grids of the 
r-f stages, as well as the first audio stage. 


Rheostat R128 is geared to the main tuning control and auto- 
matically increases the bias on first and second r-f stages to 
lower the sensitivity as the receiver is tuned to higher fre- 
quencies. 


About 15 volts. 


The low voltages on this amplifier stage cause it to act as a 
limiter for strong signals, but it still gives some amplification 
for weak signals. 


An oscillator signal whose frequency is 1000 cycles above the 
incoming c-w signals is beat with the received signals in the 
detector to produce an audio signal in the detector output. 


With S103 in the BROAD position a low-pass filter passes 
frequencies up to 1300 cycles and attenuates frequencies above 
this value. With S103 in the SHARP position a band-pass 
filter passes only a band of frequencies between 850 and 
1150 cycles. 
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11. 


12. 


13. 


14. 
15. 


16. 


17. 


With S104 in the on position the plate and screen voltages 
may be adjusted by R137 so that the output of the receiver 
can be held constant. 

To prevent stray r-f energy from entering the receiver through 
the headphone cord. 

With no load or light load across the secondary winding a 
maximum negative feedback voltage is applied to the second 
and third audio stages and the gain of these amplifier stages 
is reduced. If more load is placed across the output winding, 
more current fiows, causing the output voltage to decrease. 
Thus a smaller negative feedback voltage allows the gain 
of the two stages to increase and a substantially constant 
output voltage is obtained. 

6560 feet. 


High frequency permits the use of small directional antennas, 
which can be easily rotated. 


(a) No. (b) Because ground losses are rather high and effi- 
ciency is too low. 


By arranging several of the antennas in a simple array. 
CHAPTER 7 


MEDIUM- AND HIGH-FREQUENCY 
COMMUNICATION RECEIVERS AND 
ANTENNA SYSTEMS 


1. About 30 miles. 


te 


3 ae IOS 


a 


The upper portion of the medium-frequency band and all 
of the high-frequency band. 


Either a whip or a long wire. 
Between 5 and 30 Mc. 
About 800 ohms. 


I-f amplifiers, c-w oscillator, silencer, noise limiter, second 
detector, and audio amplifiers. 


Antenna circuit, local oscillator, mixer, and r-f amplifiers. 


A small gas tube is placed across the tank. If high r-f voltages 
are developed in the antenna circuit of the receiver, the tube 
ionizes and shorts the voltage to ground. 
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13. 


14. 


15. 


16. 
17. 
18. 
19. 
20. 


To reduce the capacity of the oscillator tuning capacitor and 
make it tune 400 ke below the frequency to which the r-f stages 
are tuned. 


By altering the coupling between the primary and secondary 
windings of the i-f transformers. 


The third i-f stage does not have a-v-c voltage applied to it. 


(a) No. (b) If the noise pulse were clipped to a point below 
the audio level, the audio would also be clipped because the 
limiter is in series with the audio output. 


The output level controls the level of the audio signal; the 
gain control varies the amplification of the i-f stages. 


The strength of the a-v-c voltage, which is proportional to the 
received carrier strength. 


A cathode follower has a high input impedance and a low out- 
put impedance. 


Zero. 

By changing the position of switch S102. 
V203 tends to be cut off. 

Frequency modulation. 

27.0 to 38.9 Me. 


CHAPTER 8 
V-H-F AND U-H-F RECEIVERS 


230.6 to 389.8 Mc, or approximately 200 to 400 Me. 


By employing a crystal controlled oscillator and four fre- 
quency multiplier stages. 


27.8 to 143 Mc. 


The r-f amplifier, mixer, local oscillator, first two i-f stages, 
and the audio amplifiers. 


A diode detector for a-m reception and a discriminator for 
f-m reception. 


They are shorted to ground. 


A small inductor and resistor inserted in the secondary of 
each i-f transformer increase the coupling and lower the Q 
of the circuits. 
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10. 


11. 
12. 


13. 


14. 


15. 


16. 


17. 


18. 
19. 
20. 


21. 


22. 
23. 


By decreasing cathode bias on last i-f stage as bandwidth 
is increased on preceding stages. 


Bandwidth increases with coupling; gain decreases. 


By a special d-c 150-0-50 microampere meter in the plate cir- 
cuit of the third i-f amplifier stage. Increased signal strength 
and a-v-c bias decrease plate current and cause the meter 
needle to deflect toward the right-hand of the scale. 


It is connected across the output of the discriminator. 


The meter indicates first on one side of zero and then on the 
other as the receiver is tuned through the signal. Correct tun- 
ing is indicated when the meter pointer is at zero. 


They form a de-emphasis circuit which reduces high-frequency 
components introduced at the f-m transmitter. 


The capacitors have split stators with the associated rotors 
in series, 


The coil and the two sections of the capacitor form a bal- 
anced bridge in which the r-f voltage between the center tap 
of the coil and the corresponding midpoint of the capacitor 
is zero. Grounding the coil at the center tap effectively grounds 
the capacitor rotor at its midpoint. 


To raise the resonant frequency of the wave trap that is 
formed by the r-f ground to a value above the tuning range 
of the receiver. 


To avoid the possibility of having the 15-Mc i-f stages blocked 
by a third harmonic of the crystal that would be used in the 
converter for the 222- to 232-Mc range. 


Either 48 or 64 times. 
The tuned circuit in the plate circuit of the mixer. 
f 


By tuning for maximum deflection on the input meter which 
indicates the grid-leak bias on the multiplier stages. 


By varying the coupling between primary and secondary 
windings of the i-f transformers in these stages. 


Five. 


Powdered iron slugs in the primary and secondary of the i-f 
transformers can be moved in or out by screw-driver adjust- 
ment. 
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By a series noise limiter in the output of the diode detector. 
The diode normally conducts, but a sudden burst of noise 
makes the plate negative with respect to the cathode and con- 
duction ceases, thus interrupting the detector output. 


To disable the receiver during periods when no signal is being 
received. 


To keep the audio output of the receiver constant as the load 
changes across the output transformer. 


CHAPTER 9 
RADIO DIRECTION FINDERS 


1. A sensitive receiver and a directional antenna. 


10. 


11. 
12. 
13. 


14. 


15. 
16. 
17. 


18. 


Pp PAA nS 


In the low and medium frequency bands. 


Because the ground wave has a definite vertical polarization 
whereas a sky wave has a shifting polarization which will 
introduce errors in the RDF bearings obtained. 


(1) Electric field, and (2) magnetic field. 

Vertically. 

The magnetic field. 

By providing a metallic shield around the loop. 

The segment prevents the shield from acting as a shorted turn. 
Small. 


The plane of the loop is parallel to the direction of travel 
of the wave. 


The induced voltage lags the magnetic field component by 90°. 
Bidirectional. 


An induced voltage in the vertical sides of the loop acting 
as simple vertical antennas. 


Spurious voltages in the loop caused by reradiation of the 
signal by metallic objects in the proximity of the loop. 


By placing the RDF loop inside a large compensating loop. 
They are in phase opposition. 


A change in the polarization of the radio wave due to refrac- 
tion in the ionosphere, resulting in deviation error. 


A unilateral pattern. 
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25. 


26. 


27. 


28. 


29. 


aan e 


The differential loop voltage is displaced 90° from the voltage 
induced in the vertical antenna. 


The two voltages are displaced 90°. 
They are either in phase or 180° out of phase. 


The coupling transformer has a tuned primary and a tuned 
secondary. 


To determine the type of modulation, pulse width, and speed 
of rotation of the antenna in radar installations. 


(1) Night effect is eliminated. (2) The antenna has a unilat- 
eral pattern. (3) Quadrature effect is eliminated. 


It acts as a 1-to-1 transformer having a balanced primary 
and an unbalanced secondary, thus permitting a coaxial line 
feed without grounding one side of the antenna. 


To amplify the output of the receiver and display the received 
signals on a cathode-ray tube. 


The pattern on the cathode-ray screen points on the same 
bearing as the antenna. 


To prevent positive signals from affecting the deflection of the 
beam in the cathode-ray indicator. 


The spaces are proportional to the PRF. 


CHAPTER 10 
LORAN TRANSMITTING EQUIPMENT 


To obtain navigational fixes. 
Because at night, sky waves can be used. 


(1) Loran may be used as well in a heavy fog as in clear 
weather. (2) Loran fixes can be made rapidly. (3) Loran fixes 
can be made any time of the day or night. 


The master station. 
Absolute delay. 
At the slave station. 


By having a double-pulsed master station that transmits two 
distinct sets of pulses-—one set at the PRR of one slave and 
the other set at the PRR of the other slave. 


Four. 
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15. 


16. 


17. 
18. 
19. 


By operating different pairs of stations on different pulse re- 
currence rates. 


Seven. 


The lines of position of different pairs are printed in different 
colors. 


When the transmitter is double-pulsed. 
Tuned-plate tuned-grid. 


To limit the current drawn from the power supply when the 
oscillator is pulsed. 


By a 100-ke crystal oscillator and a series of counting circuits 
that divide the 100-ke signal to obtain the pulse repetition 
rate. 


An automatic blinking circuit causes the pulses seen on a loran 
indicator to have a characteristic movement that warns the 


operator not to use this particular pair of stations to get a 
fix. 


To prevent any external fields from disturbing the timers. 
All cables either entering or leaving the shielded room. 

It roughly balances the signal from the remote station and the 
local station. 


CHAPTER 11 
LORAN RECEIVING EQUIPMENT 


As pulses on a cathode-ray tube. 


To reject signals on or near the intermediate frequency of the 
receiver. 


A Colpitts oscillator. 


To the vertical deflection plates of the cathode-ray tube in 
the indicator. 


To measure the time difference between a pulse from the 
master station and a pulse from a slave station operating on 
the same PRR. 


The delay controls must not be disturbed until the time differ- 
ence is read. 


By a series of counter circuits which divide the 100-ke signal 
of the standard frequency generator. 
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To vary the frequency of the standard frequency generator 
to bring it into synchronism with the loran transmitting 
stations. 


By driving it into cutoff and saturation with the sine-wave 
output of the standard frequency generator. 


More input pulses would be required for one output pulse. 
The number of input pulses depends on this bias. 


The square-wave generator and slow-sweep generator circuits. 
An Eccles-Jordan multivibrator. 

The time-delay circuits. 

The A-delay is fixed and the B-delay is variable. 

To the horizontal deflection plates of the cathode-ray tube. 


To provide a small amount of negative feedback and yet keep 
the output at a moderately high impedance. 


Because adjusting the gain control affects both signals simul- 
taneously. 


The amount the arm is displaced from the center position. 


By adjusting potentiometer R231 which adjusts the bias on 
the control tube V131. 


It increases, counteracting the increase at the regulated bus. 


CHAPTER 12 
SYNCHROS 


A self-synchronous a-c machine that is used to transmit angu- 
lar motion from one location to another. 


They are wye-connected. 


When the rotors of the two units are in correspondence—that 
is, when the voltages induced in corresponding windings of 
the stators are equal and opposed to each other. 


The windings consist of three groups of coils the axes of 
which are 120 mechanical degrees apart. 


S1, S2, and S3. 
Only the receiver rotor has an inertia damper. 


52 volts (rms). 
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18. 


14. 


10. 


wegen be: or 


Because the rotor has a greater number of turns to compen- 
sate for losses, and this compensation would not be correct 
if the rotor became the primary. 


To compare the angular positions of two devices in a servo 
system by means of an error signal. 


By the transformer action from the stator. 
Because the shaft is turned directly or indirectly by the load. 


No voltage is induced in the rotor. This is the electrical zero 
position. 


To reduce the current in a synchro transmitter by improving 
the power factor of the load circuit. 


As close as possible to the control transformer or differential 
unit the power factor of which is to be improved. 


CHAPTER 13 
BASIC PRINCIPLES OF SONAR 


By disabling the transmitter. 
Solids, liquids, and gases. 
c= Af. 


The velocity of sound in air is proportional to the temperature 
and increases about 2 feet per second for each degree centi- 
grade increase. 


Reflections from the surface of the water, from the bottom of 
the body of water, and from air bubbles and foreign matter 
in the water. 


The loss of energy as the sound waves travel through water. 


Because the temperature of the water changes with depth 
and causes the beam to be refracted. 


A condition in which the temperature of the water decreases 
with depth. 


It is a relatively thick layer of water that has a constant 
temperature. 


An instrument that measures the temperature at different 
depths and automatically draws a graph of temperature as 
compared to depth. 
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11. 


12. 


13. 


14. 


15. 


16. 
17. 
18. 


19. 
20. 
21. 


(1) Amplified noise which comes in through the electronic 
system, and (2) airborne noise picked up in the sonar opera- 
tor’s space. 


Because of the lower noise level on a submarine. 


The property of certain substances to change their dimensions 
when they are magnetized. 


The property that some crystalline substances have of gen- 
erating a voltage between opposite faces of the crystal as a 
result of strain due to pressure or twist. 


To determine whether a target is moving toward or away from 
an observer or not moving at all. 


To eliminate the effect of own ship movement. 
To determine the depth of the water. 


By listening to the returning echoes and noting the position 
of the white lamp on the dial when the echo from the bottom 
is heard. 


By a half-speed eccentric. 
By beating the output of two crystal oscillators in a mixer. 


A superheterodyne receiver. 


CHAPTER 14 
SEARCHLIGHT SONAR SYSTEMS 


A system in which a directional projector is used to concen- 
trate the outgoing pulse of sound energy into a narrow beam, 
thus “illuminating” the target like a searchlight. The direc- 
tional projector also provides a directional pattern for receiv- 


ing. 
A transmitter, a receiver, and a transducer. 


During the time a pulse is transmitted. 


A relay or other device disconnects the transducer from the 
transmitter and connects it to the receiver input. 


By training the projector to a position in which the maximum 
echo is received. 


They are the same. 
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10. 


11. 


12. 


13. 


14. 
15. 
16. 
17. 


18. 


19. 
20. 


The directivity of the transducer, which depends on the nar- 
rowness of the sound beam. 


The long time it takes to search the area around a vessel. 
They are raised and lowered with the hoist-train mechanism. 


When the equipment is first turned on, both the signal-on and 
signal-off tube may be conducting at the same time. Pressing 
the keying interrupter allows the signal-off tube to assume 
control. 


By removing cutoff bias from the master oscillator with a 
relay. 


To aid the operator in training the transducer exactly on 
the target. 


When the input to the left r-f converter tube and the input 
to the right r-f converter tube are equal. 


By noting the position on the sweep where the echo appears. 
To the loudspeaker and the range recorder. 
When the magnetic clutch is energized. 


The clutch is energized when the keyer tube conducts. The 
magnetic clutch coil is in the keyer tube plate circuit. 


To provide a protective shell for the transducer. The dome 
is also shaped to minimize turbulence around the projector. 


The brake-release switch must be turned off. 


By opening one side of the relay control circuit which then 
deenergizes all of the relays. When the three-phase brake coil 
is deenergized, a mechanical brake is applied to the hoist- 
lower motor. 


CHAPTER 15 
SONAR AND LISTENING EQUIPMENT 


Because of the limited sector covered by the relatively narrow 
sound beam and the time consumed between transmissions. 


(1) A continuous visual display of acoustic reception from all 
directions, and (2) an audio response from any desired single 
direction. 


It is composed of a large number of small magnetostriction 
units (or crystals) arranged in a circle. 


495 


15. 


16. 


17. 


18. 
19. 
20. 


21. 


22, 


Because of the sharp response of the audio circuits. 


A discriminator controls two reactance tubes which shift the 
frequency of the BFO. 


To lower the receiver gain after the transmitted pulse and 
gradually restore the gain to normal as the amplitude of the 
reverberations decreases. 


To record graphically the echoes received by sonar equipment. 


The setting of the fly-back contact and the discharge of a 
6-uf capacitor through the relay coil in series with a 10,000- 
ohm resistor. 


The stylus travel is lengthened. 

A magnetostriction hydrophone. 
17 to 26 ke. 

By a succession of bright spots. 
Sound range and depression angle. 


The DDI indicates errors in depression rather than errors 
in azimuth. 


Because for a given hydrophone the directivity pattern becomes 
sharper for ultrasonic listening. 


Because a submarine makes only a small amount of sound. 
Thus surface vessels can be detected more easily from a 
submarine. 


Usually the receiver does not tune to a frequency low enough 
to detect these sounds and the frequency range of the trans- 
ducer is limited and does not extend into the sonic range. 


It gives a left-right indication on a meter. 
They are 180° out of phase. 


To provide communication between the operator and the con- 
ning tower. Also audio signals from the JT can be connected 
to this system so that personnel in the conning tower can hear 
them. 


A means of receiving an underwater sound signal (usually 
initiated by a bomb) and locating its source. 


To fix their positions. 
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23. 


24. 
25. 


10. 


11. 


Several widely separated shore-based listening stations. Each 
station has listening equipment connected to a hydrophone. 


In the ocean near the center of a sound channel. 


Arrival time of the sound from a sofar bomb and the ampli- 
tude of this sound. 


CHAPTER 16 
RADIAC INSTRUMENTATION 


Alpha, beta, and gamma rays. 
Gamma rays. 


By the ionization produced when these rays travel through 
gases. 


To detect and measure the intensity of radio activity. 
Gamma radiation. 


Some of the gas molecules are ionized and a small current 
flows. This action unbalances a bridge circuit and provides an 
indication on a meter. 


To detect alpha, beta, and gamma rays. 


To prevent a continuous discharge of the tube after an ioniza- 
tion event from rendering the tube insensitive to further 
changes in radiation. 


By introducing a small amount of organic gas or vapor into 
the mixture of gases in the G-M tube. 


One is used to measure high-intensity radiation; the other is 
used to measure low-intensity radiation. 


A series of negative pulses. 
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APPENDIX II 


QUALIFICATIONS FOR ADVANCEMENT 
IN RATING 


ELECTRONICS TECHNICIANS (ET) 
JOB CODES ET-1500 TO ET-1599 
RATING CODE NO. 1000 
General Service Rating 
Electronics technicians maintain, repair, calibrate, tune, and 
adjust all electronic equipment (except aircraft and ordnance elec- 


tronic equipment) used for communications, detection, ranging, 
and countermeasures. 


Emergency Service Ratings 


Titles Abbr. Definition 


Electronics Technicians N.| ETN | Perform technical maintenance and repair on radio 
(Communications) communication equipment including radio re- 
Rating Code No. 1001. ceivers and transmitters, Loran and direction 
finders, remote control, display and recording, 
communication countermeasure, infrared, and 
automatic communication equipment. 
Electronics Technicians R.} ETR | Perform technical maintenance and repair on radar 
(Radar) equipment (except aircraft) including search radar, 
Rating Code No. 1002. remote control, display, electronic identification, 
radar countermeasure, radar switchboard, and 
control equipment. 


Electronics Technicians S..| ETS | Perform technical maintenance and repair on sonar 
(Sonar) equipment including echo ranging, depth finding, 
Rating Code No. 1003. remote control, display, resolving and recording, 


attack director, sonar countermeasure, and bathy- 
thermograph equipment. 
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Navy Job Classifications and Codes 


For specific Navy job classifications included within this rating 
and the applicable job codes, see Manual of Enlisted Navy Job 
codes ET-1500 to 


Classifications, NavPers 15105 (Revised), 


ET-1599. 


Qualifications for Advancement in Rating 


Qualifications for Advancement in Rating 


Applicable Rates 


ET | ETN| ETR|! ETS 
_ | 
XXX. 100 PRACTICAL FACTORS 
101 OpeRATIONAL 
1. Demonstrate method of resuscitating a 
man unconscious from electrical shock 
and treating for electrical burns-_.. ____ 3 3 3 3 
2. Send and receive International Morse 
Code Alphabet. __._______.___----_-- 3 3 3 3 
3. Start, stop, calibrate, and tune the follow- 
ing in own ship or station: 
a. Radio equipment_____-.----------- 3 Sidliszcecleus es 
b. Radar equipment_-___._----------- 1 are ae Bifesean 
c. Sonar equipment_________--------- a eee nee 3 
4. Operate emergency and portable power 
supply equipment, including internal 
combustion engines (both gas and Die- 
sel) used in connection with electronic 
equipment_.___-_-.----------------- 2 2 2 4 
102 MAINTENANCE AND/OR REPAIR 
1. Observe safety precautions in installation, 
operation , and repair of electronic equip- 
Mento soe Ss oe Se ee 3 3 3 3 
2. Use and maintain hand tools and operate 
small portable power tools in electronic : 
installation and repair___.._-_.-_----- 3 3 3 3 
3. Use test equipment in electronic service 
WOrki 5227 sciences eyo eeodes ooek 3 3 3 | 3 


Qualifications for Advancement in Rating—Contd 


Qualifications for Advancement in Rating 


Applicable Rates 


ET 


ETN 


ETR 


ETS 


. Locate leaks and make emergency repairs 


. Draw and interpret schematic diagrams of 


. Locate shorts and grounds, and effect 


. Locate and identify component parts by 


. Locate and identify individual units of 


. Locate and identify the main, emergency, 


. Perform preventive maintenance and 


on pressurized transmission lines in own 
ship or station___._._._-------------- 
electronic circuits; read and interpret 
electronic wiring and circuit diagrams 
found in manufacturers’ instruction 


emergency repairs on pressurized and 
coaxial-type transmission Jines._______- 
reference to the associated circuit dia- 
grams for the following on own ship or 
station: 
a. Radio equipment________-_--------- 
b. Radar equipment__..______-------- - 
c. Sonar equipment-_-_______----.------ 
electric and electronic remote control 
systems associated with the following in 
own ship or station: 
a. Radio equipment_____.__-_---- 
b. Radar equipment.___________- 
c. Sonar equipment.______------- 


and casualty power supply systems in 
own ship or station for: 
a. Radio equipment____._.----_-- 
b. Radar equipment--__.._.-_--_- | 
c. Sonar equipment._______-.---- 


under close supervision, perform casu- 
alty analysis and repairs to: 
a. Radio equipment. _._____-__--- 
b. Radar equipment.________._-- 
c. Sonar equipment___._.-------- 
d. Radiac equipment 


Qualifications for Advancement in Rating—Contd. 


Qualifications for Advancement in Rating 


Applicable Rates 


ET | ETN | ETR| ETS 
11. Maintain and repair motor generators, 
starting panels, niotor controllers, and 
“start-stop’’ equipment associated with 
electronic equipment on own ship or 
Station. 20 foo Sea oe 2 2 2 2 
12. Perform maintenance and repair on emer- 
gency and portable supply equipment 
including internal combustion engines 
(both gas and Diesel) used in connection 
with electronic equipment.._._._-.---- 2 2 2 2 
13. Perform technical maintenance (internal 
tuning and adjustments) to the follow- 
ing in own ship or station: 
a. Radio equipment___.____-_.--- 2 2 fsa lero 
b. Radar equipment. .___.-__-.-- Oe ako De ete 
c. Sonar equipment._-.__.-_-_-_- 2 eecda| ema 2 
d. Radiac equipment__.-______-_-- 2 2 2 2 
14. Make sensitivity and selectivity measure- 
ments and corrective adjustments for 
the following on own ship or station: 
a. Radio equipment_.-.__-.------ 2 2. Voss wees 
b. Radar equipment___.._____-_-- a ee 2: ieee 
c. Sonar equipment__________.--- p35] (are (Suge 2 
15. Measure accuracy of and calibrate in own 
ship or station: 
a. Radio equipment_...____.----- 2 > al ee eee 
bt. Radar equipment... _-.--._-_- 2) lees 7 eee 
c. Sonar equipment..._._..__-__- > 5a) ace ae 2 
16. Maintain and repair electronic test equip- 
ment: 
a. Nonprecision.____.___-____-_- 2 2 2 2 
b. Precision._......-.--.--------- 1 1 1 1 
17. Effect permanent repairs to pressurized 
and coaxial-type transmission lines. ____ 1 1 a 
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Qualifications for Advancement in Rating—Contd. 


Qualifications for Advancement in Rating 


ET 


Applicable Rates 


ETN 


18. Make complete casualty analyses, and ef- 
fect repairs within the capabilities of 
own ship or station to: 

a. Radio equipment___.-________- 
b. Radar equipment__.__..-_-.-- 
c. Sonar equipment___________-_- 

19. Design and install shore station type 
resonant and nonresonant transmission 
lines, including use of metallic insulators. 


103 ADMINISTRATIVE AND/OR CLERICAL 


1. Use manufacturers’ instruction books fur- 
nished with equipment and technical 
maintenance bulletins__.___._______-- 

2. Procure, stow, and account for electronic 
stores and spare parts________________ 

3. Maintain electronic equipment histories. 
Prepare job orders and work requisitions_ 

4, Supervise and train personnel in the main- 
tenance and repair of: 

a. Radio equipment_____________- 
b. Radar equipment---__-___---- 
c. Sonar equipment__-_-_.--__-_- 
d. Radiac equipment____._____--- 

5. Organize and administer work assignments 

and repair facilities for: 
a. Radio equipment__.__________- 
b. Radar equipment--_______-_-- 
c. Sonar equipment___.._____-__- 
d. Radiac equipment__________-_- 


XXX 200 EXAMINATION SUBJECTS 


201 OPpERATIONAL 


1. Methods of resuscitation from electrical 
shock. Treatments for electrical burns. 
2. International Morse Code Alphabet. --. _- 
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w 


ETR 


wow 


ETS 


Qualifications for Advancement in Rating—Contd. 


Qualifications for Advancement in Rating 


Applicable Rates 


ET | ETN | ETR| ETS 
3. Basic theory, operation, and external op- 
erational adjustments for: 
a. Radio equipment.________----- 3 3) | eis ohana: 
b. Radar equipment. ___-___----- 5 a eee 3 |_---- 
c. Sonar equipment________--_--- 3) ouun| Pence 3 
d. Test equipment_..___-_-_____- 3 3 3 3 
4. Procedures for operating emergency and 
portable power supply equipment, in- 
cluding internal combustion engines 
(both gas and Diesel) used in connection 
with electronic equipment__......._--_| 2 2 2 2 
202. MAINTENANCE AND/OR REPAIR 
1. Safety precautions to be observed during 
installation, operation, and repair of 
electronic and associated equipment. __- 3 3 3 3 
2. Nomenclature of electronic equipment____ 3 3 3 3 
3. Theory and sources of direct and alter- 
nating current_...._....-.-..--..---- 3 3 3 3 
4. Effect of circuit components including re- 
sistors, inductors, and capacitors on 
flow of alternating and direct current__- 3 3: 3 3 
5. Electronics theory including vacuum tube 
characteristics, rectifier power supplies, 
audio and radio frequency amplifiers, | 
oscillators, timing, detection, and mod- | 
ulation -.2= ¢--A ees Selo kee 78 3 3 3 
6. Purposes and uses of electronic test equip- 
MEelitxc2os Se cnech sadewa owes Se eels 3 3 3 3 
7. Types, structures, maintenance proce- ; 
dures, and electrical characteristics of | | 
batteries__._._____.__.__. wah Nie pont Oe i BZ! 8: 8] 3 
8. Methods of installation and procedures for | 
maintenance of transmission lines__-- - - - 3 3 3 3 
9. Principles of underwater sound: 
Velocity of sound; effects of tempera- 
ture, density, and depth on propagation | | 
of underwater sound. _____.___-_----- Pet tes eteats 3 


Qualifications for Advancement in Rating—Contd. 


Qualifications for Advancement in Rating 


Applicable Rates 


ET | ETN |ETR| ETS 
10. Theory and operation of electronic test 
equipment including external adjust- 
ments 2-2 322s Sts ce saseecss 2 2 2 2 
11. Theory and operation of motors, gener- 
ators, rectifiers, and control circuits 
used in electronic equipment. _________ 2 2 2 2 
12. Meintenance procedures for motors, gen- 
erators, and control circuits in electronic 
equipment. _________- nica SAA Nee 2 2 2 2 
13. Maintenance and repair of emergency and 
portable power supply equipment, in- 
cluding internal combustion engines 
(both gas and Diesel), used in connec- 
tion with electronic equipment ___-_-__- 2 2 21 2 
14. Methods of installing, calibrating, cor- 
recting, and compensating radio direc- 
tion finders. __._____..-------------- 2 7 Sag eee eee ree 
15. Electrical and physical characteristics of 
transducers used with sonar equipment.| 2 |-----|~---- 2 
16. Theory and application of electronic cir- 
cuits in: 
a. Radio equipment________---__- 2 2 Josacsletecs 
b. Radar equipment. --___-_.--_- 2 nee 7 a eee 
c. Sonar equipment..._..___--__- 7 Fal aaa (ee 2 
d. Radiac equipment______-____-- 2 2 2 2 
17. Electrical and physical characteristics of 
antennas used with: 
a. Radio equipment. ____--._-_--- 2 Die eat| a tes 
b. Radar equipment ____________- 7 2 ne 
18. Function, theory, maintenance proce- 
dures, adjustment, and repair of: 
a. Selsyn systems____..__---.--_- 2 2 2 2 
b. Thyratron and amplidyne sys- 
teMS: oats ks ee ee i; 1 1 1 1 
19. Technical maintenance including calibra- | 
tion and internal adjustment of elec- 
tronic test equipment_____________--_ | J 1; 1 1 
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Qualifications for Advancement in Rating—Contd. 


Qualifications fer Advancement in Rating 


Applicable Rates 


ET | ETN! ETR | ETS 
20. Transmission lines and transmission line 
theory? 26. eck os beth teehee se 1 1 1 1 
21. Radio wave propagation including effects 
of magnetic storms, sudden ionospheric 
disturbances, and seasonal and geo- 
graphical factors affecting communica- 
1 6(0) «|: oan ae an a 1 1 Loifecess 
22. Technical maintenance procedures for: 
a. Radio.equipment_________-_-_- 1 i en nn 5 
b. Radar equipment --___---__--_- 1 a ieee 2B eee 
c. Sonar equipment___-_-_--------- Teles ase ] 
d. Radiac equipment______---__-- 1 1 1 I 
23. Theory and application of electronic cir- 
cuits used in: 
a. Radio systems___.___________- 1 Di s| facta ee hte 
b. Radar systems______________.- i Fl eae lcs Bee 
c. Sonar systems_______________- Tes seletace 1 
d. Radiac systems______________- 1 1 1 1 
24. Characteristics of ultrahigh and superhigh 
frequency circuits employed in: 
a. Radio equipment________-.--_- 1 dy lee ecole 5225 
b. Radar equipment... ___.--_---- 1 ee Le lseese 
25. Characteristics of very-low-frequency cir- 
cuits employed in: 
a. Radio equipment______.______- 1 de |ieden|eestis 
b. Sonar equipment______-------- 1 J-----|----- 1 
26. Design, construction, and characteristics 
of antennas including emergency types 
feeders, couplings, and adjustments for 
optimum operation_.......-...-------- C C C Cc 
203 ADMINISTRATIVE AND/OR CLERICAL 
1. Types of information contained in manu- 
facturers’ instruction books and main- 
tenance bulletins. _.__.........------ 3 3 3 3 
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Qualifications for Advancement in Rating—Contd. 


Qualifications for Advancement in Rating 


Applicable Rates 


| 
ETN 


ETR | 


ETS 


. General content of standard instruction 
books and maintenance manuals fur- 
nished with electronic equipment. per- 
taining to maintenance and repair ____- 

. Procedure for stowage and requisition of 
replacement parts for electronic equip- 

. Types and purposes of electronic equip- 
ment histories. ____.....-.----------- 

. Preparation of job orders and work req- 
uisitions and failure reports__—-.-.---- 

. Organization and administration or work 
assignments and repair facilities for: 

a. Radio equipment___-__.---_--- 
b. Radar equipment-_-______._---- 
c. Sonar equipment.________----- 
d. Radiac equipment._..___-_----- 


WARRANT GRADE 


XXX 300 NORMAL PATH OF ADVANCEMENT TO 


Electronics technicians advance to RADIO ELECTRICIANS 
766 (ELECTRONICS TECHNICIANS). Radio Electricians 766 
are assigned to electronic duties ashore and afloat. 


The qualifications for advancement in rating are changed from time to time. 
Therefore, you should consult the latest changes before attempting to qualify 


in a particular rate. 
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INDEX 


Absolute delay, 290 
Absorption wavemeters, 95-96 
Ammeters, 40-42 
Amplifiers: 
audio, 183-184 
balanced mixer, 147-148 
final, 128 
first h-f, 124 
power, 125-127 
second h-f, 125 
tubes, quality test for, 61-63 
Amplitude balance control, 305, 
307 
Answers to quizzes, 479-497 
Antenna compensator, 179 
Antenna compensator control, 
196 
Antenna effect, 259 
Antenna input circuit, 195-196 
Antennas: 
long-wave receiving, 186-188 
Beverage, 187-188 
low- and medium-frequency, 
140-143 
Antenna Systems, 192-194 
directive antenna, 192 
V antenna, 192-193 
nonresonant, 192-193 
resonant, 192 
rhombic, 193-194 
Appropriation Purchases 
Account (APA), 6 
Aquadag coating, 70-71 
Attack Plotter Mk 1, 442-444 
Attenuation, 374 
Attenuator, 87 
Audible channel, 412, 418-419 


i 


Audio amplifiers, 183-184 


| Audio filter, 183 
| Audio oscillators, 83-87 


types of: 
beat frequency, 83-84 
LAJ-1, 84-87 
resistance capacity, 84 
use of, 83 
Audio system, 167-172 
Automatic gain control circuit, 
172-173 


| Autotune system, 155-157, 249- 


250 
advantage of, 157 


Balanced mixer amplifier, 147- 
148 
Bands, v-h-f and u-h-f: 
operational use of, 153 


Bathythermograph, 378-381 


construction of, 379 

defined, 378 
BC-683 receiver, 224-228 
BC-684 transmitter, 221-224 
BDI (visual) channel, 412-418 
Bellini-Tosi antenna system, 254, 

269-271 

advantage of, 269-271 
Beverage antenna, 187-188 
Blank Utility Card, 22 


Catalog of Navy Material, 
BuShips Sec., Pt. II, 33-34 

Catalogue of Electronic Equip- 
ment, 33 

Catalogue of Electronics Test 
Equipment, 33 
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Cathode-ray oscilloscope, 65-83 
OBL-3, 80-83 
thecry and operation, 71-80 
applications of, 71-74 
horizontal amplifier, 78 
power supply, 79-80 
sweep generator, 74-78 
vertical amplifier, 79 
Cathode-ray tube: 
electrostatic, 66-71 
simple electrostatic, 65-66 
use of, 65 
Coding delay, 289 
Communications Equipment 
Maintenance Bulletin, 29-30 
Conductance, definition of, 56 
Continuous wave transmission, 
107-108 
advantages of, 107 
modulated, 108 
Counterpoise, 141 
Cross Index of Electron Tube 
Types, 34 
Current Ship’s Maintenance 
Project, 22-23 
C-w oscillator, 182-183 


D’Arsonval meter movement, 37-— 
38 
DAS—4 receiver-indicator: 
indicator circuits, 312-344 
A-delay circuit, 327-330 
amplitude-balance circuit, 
338-339 
Bl-delay circuit, 330-332 
B2-delay circuit, 332-333 
counter circuits, 315-320 
counter feedback circuit, 
320-323 
fast-sweep circuit, 333-335 
marker-mixer and _ trace- 
shift mixer circuit, 336— 
338 


oscilloscope circuit, 340-341 

paraphase amplifier, 335- 
336 

power supply, 342-344 

slow-sweep circuit, 323-324 

square-wave generator, 324— 
327 

squaring amplifier, 315 

standard frequency genera- 


tor, 314-315 
indicator unit, operation of, 
305-312 


receiver unit in, 303-305 
DBM-1 direction finder: 
antennas, 272-274 
d-c restorers, 280 
indicator patterns, 280-282 
indicator unit, 277-278 
principal uses, 271-272 
scanning capacitor, 278-280 
servo system, 274-277 
Deflection, 69-70 
Deflection sensitivity, 70 
Detector, 182 
Deviation, 261 
Directive antenna, 192-194 
advantages of, 192 
V antenna, 192-193 
nonresonant, 192-—193 
resonant, 192 
rhombic, 193-194 
Discriminator, 212-213 
Doppler effect, 387-388 
Doppler-nullifier circuits: 
own (ODN), 434-439 
target (TDN), 434-439 
Doubler circuit, 123 
Double-slug transmission lines, 
166-167 
Driving torque, 38 
Dynamic mutual conductance or 
transconductance, 55-56 
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Electron-coupled oscillators, 115, 
123 
Electron gun, 66-67 
components of, 66 
Electronic Equipment History 
Card, 17-19 
Electronic Equipment Type Al- 
lowance Book, 32 
Electronic Failure Report, 26-28 
Electronics Field Change Re- 


port, 25 

Electronics Maintenance Book, 
28 

Electronics Performance and 


Operational Report, 23-25 
Electronics Technician 2: 
duties of, 2 
military, 2 
specialty, 2 
responsibilities of, 1-35 
Electrons, secondary, 71 
Electroscope, 466—467 
Engineering Department. 
organization of, 1-2 


Fathometer, NMC-2, 288-397 
control circuit, 390-391 
driver, 391 
indicator-contact mechanism, 
396-397 
indicator-recorder, 393-396 
power supply, 390 
receiver-amplifier, 391-393 
Sonar Sounding Set AN/ 
UQN-1, 398-399 
Field intensity meter: 
components of, 100-101 
uses of, 100-101 
Flyback time, 75 
Foster-Seeley discriminator cir- 
cuit, 212 
FRA frequency-shift converter, 
207-219 


discriminator, 212-213 
limiter and locked oscillator, 
211-212 
locking circuit, 218-214 
mark return circuit, 214-215 
power locking stage, 216-218 
squelch circuit, 215-216 
tone oscillator, 218-219 
Frequency drift, 111 
Frequency measurement, 95-100 
Frequency meters: 
absorption wavemeters, 95-96 
LM-18 heterodyne, 96-100 
Frequency multiplication, provi- 
sions for, 148-149 
Frequency-shift converter, FRA, 
207-219 
discriminator, 212-213 
limiter and locked oscillator, 
211-212 
locking circuit, 213-214 
mark return circuit, 214-215 
power locking stage, 216-218 
squelch circuit, 215-216 
tone oscillator, 218-219 
Frequency stability, 111-117 
master oscillation, 115-117 
temperature-controlled oven, 
112-115 
FSB frequency-shift keyer, 143-— 
149 
adjustments, 150 
frequency multiplication, pro- 
visions for, 148-150 
limiter, keyer, and reactance- 
tube circuits, 145-146 
200-ke oscillator and balanced 
mixer amplifier, 147-148 


Gain control, 304 
Galvancmeter, 38 
Geiger-Muller tube, 473-475 
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Goniometer, 269 
components of, 269 


Horizontal amplifier, 78 
Hydrophones, 448-450 


Indicator circuits, DAS—4: 
A-delay circuit, 327-330 
amplitude-balance circuit, 

338-339 
Bl-delay circuit, 330-332 
B2-delay circuit, 332-333 
counter circuits, 315-320 
counter feedback circuit, 320— 
323 
fast-sweep circuit, 333-335 
marker mixer and trace-shift 
mixer circuit, 336-338 
oscilloscope circuit, 340-341 
paraphase amplifier, 335-336 
power supply, 342-344 
slow-sweep circuit, 323-324 
square-wave generator, 324— 
327 
squaring amplifier, 315 
standard frequency generator, 
314-315 
Indicator patterns, DBM-1, 280- 
282 

Inertia damper, 351 

Input coupling circuit, 179-180 

Instruction Books, 30-32 

I-177 tube tester, 57-63 
gas test, 60-61 
line test, 58-59 
noise test, 60 
quality test for amplifier tubes, 

61-63 
rectifier test, 60-61 
short test, 59-60 
Isothermal layer, 377 


JT listening equipment, 450-458 
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Keying circuits, 120 


LAJ-1 audio oscillator, 84-87 
amplifier section, 87 
attenuator, 87 
oscillator section, 84-87 

Land-line control unit, 134 

L-f and m-f transmitters 

(Navy), modulation in, 
107-111 
frequency shift keying, 110 
on-off keying, 110 
teletype, 108-109 
two-tone keying, 110-111 
types of modulation, 107-108 
Lighthouse tubes, 164-166 
Limiter and locked oscillator, 
211-212 
Limiter, keyer, and reactance- 
tube circuits, 145-146 

Line-of-sight reception, 154 

Listening equipment: 
hydrophones, 448-450 
JT, 450-458 

JP amplifier, 452-454 
master control unit, 454 
ultrasonic converter, 452— 
454 
purpose of, 447-448 
sofar, 458—462 
List of Naval Electronic Equip- 
ment, 32 
Lists, catalogs, and indexes, 32- 
34 
LM-18 heterodyne 
meter, 96-100 
oscillators used: 
crystal, 96 
heterodyne, 96 
Loading, defined, 140 
Locking circuit, 213-214 


frequency 


Long-wave receiving antennas, : 


186-188 
Beverage, 187-188 
Loop antenna: 
analysis of, 254-256 
balancing the loop, 263-265 
directional characteristics of, 
256-269 
night effect, 262-263 
quadrature effect, 260-262 
sense antenna, use of, 265-269 
simple loop, disadvantages of, 
259-260 
Loran: 
channels, 291-293 
charts, 293-294 
principle of, 285-291 
receiving equipment, 303-345 
DAS-4 receiver-indicator: 
indicator circuits, 312-344 
indicator unit, operation 
of, 305-312 
receiver unit in, 303-305 
transmitting equipment, 285- 
302 
TDP-1 transmitter, 294-296 
UE-1 timer, 296-300 
UM switching equipment, 
300-301 
LP-5 r-f signal generator: 
description of: 
attenuator and multiplier, 
92-94 
carrier oscillator, 89-90 
modulation oscillator, 91-92 
separator circuit, 90-91 
vacuum-tube voltmeter, 92 


Magnetic clutch, operation of, 
421-423 
Magnetostriction, 383-385 
effect, 383-384 


Maintenance history cards, 17— 
22 
Marconi antenna, 141 
Mark return circuit, 214—215 
Master oscillator circuits, 115- 
117, 123 
M-c-w oscillator, 128-129 
Megger Test Record Card, 20 
Mercator charts, 293 
Mho, 56-57 
Microammeter, 38 
Milliammeter, 38 
Modulation, types of: 
amplitude, 108 
continuous-wave transmission, 
107 
advantages of, 107 
Multimeters, 37-46 
OCR-1, 44 
Multipliers, 39 
Multirange ammeter shunts, 41- 
42 
Mutual, defined, 56 


Naval Stock Account (NSA), 5 
Naval Stock Fund (NSF), 5 
Negative feedback circuits, 186 
Neon lamp V101, function of, 
180 
Night effect (polarization error), 
262-263 
NMC-2 fathometer, 288-397 
control circuit, 390-391 
driver, 391 
indicator-contact mechanism, 
396-397 
indicator-recorder, 393-396 
power supply, 390 
receiver-amplifier, 391-393 
Sonar Sounding Set AN/ 
UQN-~1, 398-399 


Noise: 
background, 381-383 
airborne, 381 
ambient, 382 
amplified, 381 
limiter, 201-202 


OAX underwater-sound testing 
equipment, 441-442 

OBL-3 oscilloscope, 80-83 

OBQ-1 multimeter, 49-54 

OF-2 interference locating 
equipment, 102-103 

Ohmmeters, 42—43 

Oscillator, 200 ke, 147-148 

Output meter circuit, 184-185 


Parts allowances sections: 
electron tube, 3 
maintenance, 3 
Parts common, 3 
Parts peculiar, 3 
Piezoelectric effect, 385-387 
Polarization error (night effect), 
262-263 
Power locking stage, 216-218 
Publications, installation and 
maintenance, 28-34 
Pulse repetition rate, 287 
basic, 291 


QDA target-depth determining 
equipment, 445-447 


QGB searchlight sonar, 405-426 | 


dome and retracting gear as- 
sembly, 423-426 
driver unit, 410-412 
indicator range recorder, 419- 
423 
magnetic clutch, operation 
of, 421-423 
keyer tube, 409-410 
keying unit, 405-406 


receiver, 412-419 
audible channel, 412, 418— 
419 
visual (BDI) channel, 412— 
418 
QHB-a scanning sonar, 430-439 
receiver-converter, 434-439 
scanning switch assembly, 
431-433 
transducer, 430 
Quadrature effect, 260-262 
Qualifications for advancement 
in rating, 499-507 


Radar Monthly Performance and 
Operational Report, 23 


| Radiac equipment, 466 


electroscope, 466-467 
Geiger-Muller tube, 473-475 
radiac equipment, 466 
Radiacmeter IM-5/PD, 470- 
472 
Radiac Set AN/PDR-3A, 467— 
470 
Radiac Set AN/PDR-27, 475- 
477 
radiation, 465—466 
Radiacmeter IM—-5/PD, 470-472 
Radiac Set AN/PDR-38A, 467— 
470 
Radiac Set AN/PDR-27, 475- 
477 
Radiation, 465-466 
Radio direction finders, 253-283 
Bellini-Tosi antenna system, 
269-271 
DBM-1, 271-282 
directional characteristics, 
256—269 
loop analysis, 254-256 
principles of, 2538-254 
Radio selectivity switch, 198 
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Radio transmitter, low- and me- 
dium-frequency, 105-150 
antennas, 140-1438 
control circuits, 117-120 
frequency stability, 111-117 
FSB frequency-shift keyer, 
143-150 
keying circuits, 120 
modulation in, 107-111 
operational uses, 105-106 
TBL transmitter, 120-130 
TBM and TBK transmitters, 
132-139 
trouble shooting, 131 
tuning during radio silence, 
130-131 
Range recorder, 
439-441 
Rays, types of: 
alpha, 465 
beta, 465 
gamma, 465 
RBA receiver, 178-186 
components of, 179-186 
audio amplifiers, 183-184 
audio filter, 183 
e-w oscillator, 182-183 
detector, 182 
input coupling circuit, 179- 


CAN-55070, 


180 

negative feedback circuits, 
186 

output meter circuit, 184— 
185 


r-f amplifiers, 181-182 
RBB and RBC receivers, 194— 

207 

a-f circuits, 206-207 

antenna input circuit, 195-196 

c-w oscillator, 205-206 

i-f/a-f section, 198 

input meter, 204-205 

local oscillator, 197-198 


noise limiter, 201-202 
r-f amplifiers, 196-197 
silencer, 202-204 
RBK receiver, 232-237 
RDZ receiver, 237-251 
antennas available, 251 
autotune system, 249-251 
detector and noise limiter, 244 
i-f amplifiers, 242 
input meter circuit, 242—244 
preselector and convertor 
units, 238-241 
silencer circuit, 244-248 
tuning of, 241-242 
Receiver, BC—683, 224-228 
Receivers, communications, low- 
frequency, 177-188 
long-wave receiving antennas, 
186-188 
RBA, 178-186 
superheterodyne, 177 
t-r-f, 177 
Receivers, communications, me- 
dium- and high-frequency, 
191-229 
BC-—683, 224-228 
FRA frequency-shift conver- 
ter, 207-219 
high-frequency propagation, 
191-192 
RBB and RBC, 194-207 
SCR-608 transmitter-receiver, 
219-228 
Receivers, v-h-f and u-h-f, 231-— 
252 
design features, 231-232 
RBK, 232-237 
RDZ, 237-251 
Reception transfer switch, 198 
Record of Field Changes, 20-22 
Records and reports, list of, 16— 
28 
Reflection, 374 
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Refraction, 376 
Requests, material, 6-16 
authority for, 6-7 
GSM, 9-12 
preparation of, 7 
repair parts, 12-16 
Stub Requisition, 7-8 
Reverberations, types of, 374 
R-f amplifiers, 181-182 
R-f signal generators, 87-94 
LP-5, description of: 
attenuator and multiplier, 
92-94 
carrier oscillator, 89-90 
modulation oscillator, 91-92 
separator circuit, 90-91 
vacuum-tube voltmeter, 92 
Rhombic antenna, 193-194 
Roentgen, 466 


Scanning sonar: 
Attack Plotter Mk 1, 442-444 
description of, 429-430 
OAX underwater-sound test- 
ing equipment, 441-442 
QDA target-depth determin- 
ing equipment, 445-447 
QHB-a, 430-439 
receiver converter, 434-439 
scanning switch assembly, 
431-434 
transducer, 430 
range recorder, 4389-441 
Scattering, 374 
SCR-608  transmitter-receiver, 
219-228 
BC-683 receiver, 224-228 
BC-684 transmitter, 221-224 
description, 219-220 
Searchlight sonar systems, 403- 
427 
components of, 403 


QGB equipment, 405-426 
dome and retracting gear 
assembly, 423-426 
driver unit, 410-412 
indicator range recorder, 
419-423 
keyer tube, 409-410 
keying unit, 410-412 
receiver, 412—419 
audible channel, 412, 418- 
419 
visual (BDI) 
412-418 
Secondary electrons, 71 
Sense antenna, use of, 265-269 
Servo system, DBM-1, 274-277 
Shipboard Integrated Electron- 
ics Maintenance Parts Sys- 
tem, 3-5 
inventory control, 5 
parts allowances sections: 
Electron Tube Allowance, 
3-4 
Maintenance Parts Allow- 
ance, 3-4 
weight and space reduction, 
4-5 
Shipboard organization: 
engineering department, 1-2 
gunnery department, 1 
medical department, 1 
navigation department, 1 
operations department, 1 
supply department, 1 
Shipboard Radar Maintenance 
Bulletin, 29 
Signal strength measurements, 


channel, 


100-103 
field-intensity meter, 100-101 
OF-2 interference locating 


equipment, 102-103 
Sofar, 458-462 
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Sonar: 
basic principles of, 371-401 
meaning and use of, 371 
Sonar Bulletin, 28-29 


Sonar Sounding Set AN/UQN- | 


1, 398-399 

Sound: 

propagation of, 371-373 

reflection and 

of, 374 

refraction of, 376-378 
Sound energy, loss of, 374-376 
Squelch circuit, 215-216 
Superrefraction, defined, 154 
Sweep generator, 74-78 
Sweep voltage, 72 
Synchronization, defined, 77 
Synchros, 347-370 

capacitors, 364-366 


control transformers, 361-364 


defined, 347 


| 
transmission system, 347-349, | 


355-357 
transmitters 
347 

construction of, 349-352 
differential, 358-361 
operation of, 352-355 
troubles, 368-369 
zeroing, 366—368 


and receivers, 


TBK transmitter, 115-117 
TBL control circuit, 118 
TBL transmitter, 120-130 
adjustments, 129-130 
amplifiers: 
final, 128 
first h-f, 124 
power, 125-127 
second h-f, 125 
i-f master oscillator, 127-128 
m-c-w oscillator, 128-129 


reverberation } 


‘ TBM and TBK transmitters, 
132-139 
| TBM modulators, 136-139 
| TDP-1 transmitter, 294-296 
| TDZ transmitter, 155-177 
i audio system, 167-172 
automatic gain control circuit, 
172-173 
autotune system, 155-157 
| double-slug transmission lines, 
166-167 
lighthouse tubes, 164-166 
power supplies, 173-175 
| r-f power sections: 
high, 157-160 
low, 160-163 
| Teletype transmission, 108-111 
frequency shift keying, 110 
| on-off keying, 110 
| two-tone keying, 110-111 
| Temperature gradient: 
negative, 376-377 
positive, 376-377 
Test equipment: 
analysis: 
audio oscillators, 83-87 
LAJ-1, 84-87 
cathode-ray oscilloscope, 65— 
83 
cathode-ray tube, 65-71 
OBL-3 oscilloscope, 80-83 
theory and operation, 71— 
80 
r-f signal generators, 87-94 
LP—5 model, 89-94 
measurement: 
frequency, 95-100 
multimeters, 37-46 
ammeters, 40—42 
D’Arsonval meter, 37-38 
ohmmeter, 42-43 
voltmeter, 39 
signai strength, 100-103 
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thermocouple meters, 46 
tube testers, 54-63 
vacuum-tube voltmeter, 46— 
54 
OBQ-1 multimeter, 49-54 
Test-operate switch, 305 
Thermocline, 377 
Thermocouple meters, 46 
Tone oscillator, 218-219 
T-pad: 
attenuator, 171, 172 
uses of, 172 
Transconductance, equation for, 
57 
Transit time, 165 
Transmitted wave, components: 
electric field, 254 
magnetic field, 254 
Transmitter, BC—684, 221-224 


Transmitter control circuits, 
117-120 

Transmitters, v-h-f and u-h-f, 
153-176 


bands, operational use, 153 
propagation, 153-154 
TDZ, 155-177 
tuning technique, 154-155 
weight and space factors, 154 
Transmitter-receiver, SCR-608, 
219-228 
BC-683 receiver, 224-228 
BC-684 transmitter, 221-224 
description, 219-220 
Transmitter tuning during radio 
silence, 130-131 
Tube Performance Record, 20 
Tube Testers, 54-63 
I-177, 57-63 
gas test, 60-61 


line test, 58-59 
noise test, 60 
quality test for amplifier 
tubes, 61-63 
rectifier test, 61 
short test, 59-60 
principles of, 54 
types of, 54-57 


UE-1 timer, 296-300 
functions performed, 298 
UM switching equipment, 300— 
301 
functions performed, 300 


Vacuum-tube voltmeter, 46-54 
OBQ-1 multimeter, 49-54 
a-c section, 49-51 
d-e section, 51-52 
milliammeter, 53-54 
ohmineter section, 52-53 
V antenna, 192-193 
nonresonant, 192-193 
resonant, 192 
rhombic, 193-194 
Vertical amplifier, 79 
Visual (BDI) channel, 412-418 
Voice-relay, 139 
Voltmeters, 39 
multirange, 39 


Wavemeter, absorption, 95-96 
Waves: 
subsonic, 373 
ultrasonic, 373 
Wave transmission: 
continuous (c-w), 107 
modulated-continuous 
(m-c-w), 108 
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